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AAAAA 


सत्यमेव जयते 


महाराष्ट्र शासन राजपत्र 
भाग एक -पुणे विभागीय पुरवणी 


वर्ष - ४ , अंक - ५२ ] 


गुरुवार ते बुधवार , डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 


[ पृष्ठे २२३ 


प्राधिकृत प्रकाशन 
शासकीय / संकीर्ण अधिसूचना, नेमणुका, पदोन्नती इत्यादी 


LAW AND JUDICIARY DEPARTMENT 


Hutatma Rajguru Chowk, Madam Cama Road , 

Mantralaya , Mumbai-400 032 
dated 3rd December 2015 


No. SPP - 2415/ 1831/CR- 66/ D - XIV. - In exercise of the powers conferred by sub -section ( 8 ) of 
the Section 24 of the Code of Criminal Procedure, 1973 ( Act No. || of 1974) , the Government of 
Maharashtra is hereby appoints Adv. Shri. Shrikant T. Jadhav, Sangli as " Special Public Prosecutor" 
for conducting the Case bearing No . 63/ 2014 pending before Sessions Court , Kolhapur, which is arising 
out of C . R . No. 319 /2013 registered at Karvir Police Station , district Kolhapur. 


His appointment is strictly subject to the conditions of service laid down in the Maharashtra Law 
Officers ( Appointment, Conditions of Service and Remuneration) Rules , 1984. 


Lump sum fees of Rs. 1,00 ,000 (Rupees One Lakh Only ) as quoted by Adv. Shri . Shrikant T . 
Jadhav has been already deposited by the Applicant Shri. Amar Babasaheb Bavadekar to the 
Government, vide R .B .I. Challan No. 6699 , dated 3rd December 2015 . The amount will be paid to 
Adv. Shri. Shrikant T. Jadhav after completion of the case . 


The Government reserves the right to revoke /modify / annul the order without assigning 
any reasons. 


By order and in the name of the Governor of Maharashtra , 


S . P. TAVADE, 
Legal Adviser-Cum - Joint Secertary . 


एच-६१३, भाग एक (पु. वि .पु.) - ५२- १ 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी , गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 


LAW AND JUDICIARY DEPARTMENT 
Hutatma Rajguru Chowk, Madam Cama Road , 

Mantralaya , Mumbai- 400 032 
dated 2nd December 2015 


No. SPP -3115 /CR -327 /D - XIV . — In exercise of the powers conferred by sub - section (8 ) of the 
Section 24 of the Code of Criminal Procedure, 1973 ( Act No . || of 1974), the Government of 
Maharashtra is hereby appoints Adv. Shri. Vijay Savant , Pune as " Special Public Prosecutor " for 
conducting the Case bearing No. 289/2015 pending before Sessions Court , Pune , which is arising 
out of C . R . No . 7 / 2015 registered at Khadki Police Station , district Pune. 


His appointment is strictly subject to the conditions of service laid down in the Maharashtra Law 
Officers (Appointment, Conditions of Service and Remuneration ) Rules, 1984 . 

Lump sum fees of Rs. 1,00 ,000 (Rupees One Lakh Only ) as quoted by Adv. Shri. Vijay Savant 
has been already deposited by the Applicant Smt. Swati Goyal to the Government, vide R . B .I. Challan 
No . 3629 , dated 26th November 2015 . The amount will be paid to 
Adv. Shri. Vijay Savant after completion of the case . 

The Government reserves the right to revoke /modify /annul the order without assigning 
any reasons. 


By order and in the name of the Governor of Maharashtra , 

S . P . TAVADE , 
Legal Adviser- Cum - Joint Secertary . 


V 


अध्यक्ष, नगरपरिषद यांजकडून 

राजगुरूनगर नगरपरिषद , राजगुरूनगर 
महाराष्ट्र प्रादेशिक नियोजन व नगर रचना अधिनियम, १९६६ चे कलम २३ (१) अन्वये राजगुरूनगर नगरपरिषद शहराची विकास योजना 
तयार करण्याचा इरादा. 

जाहीर सूचना 
क्रमांक नपरा/ वि . यो. ३७१/ २०१५ .-- राजगुरूनगर नगरपरिषदेने तिच्या विशेष सभा ठराव क्रमांक १० ( ८७), दिनांक २६ नोव्हेंबर २०१५ अन्वये 
सदरहू नगरपरिषदेच्या क्षेत्राधिकारातील महाराष्ट्र प्रादेशिक व नगर रचना अधिनियम, १९६६ चे कलम २३ (१) अन्वये विकास योजना तयार करण्याचा 
इरादा जाहीर केला आहे ; 


राजगुरूनगर नगरपरिषदेच्या कक्षेखाली येणाऱ्या व त्यासाठी विकास योजना करावयाची आहे त्या क्षेत्राचा नकाशा राजगुरूनगर नगरपरिषद कार्यालयात 
सुटीचे दिवसाखेरीज कार्यालयीन वेळात महाराष्ट्र प्रादेशिक व नगर अधिनियम , १९६६ च्या कलम २३, पोट-कलम (२) अन्वये नागरिकास पाहण्यासाठी 
खुला ठेवलेला आहे. ज्या नागरिकांच्या नियोजित विकास योजनासंबंधी काही सूचना आणि हरकती असतील त्यांनी ही अधिसूचना महाराष्ट्र शासनाच्या राजपत्रात 
प्रसिद्ध होईल त्या तारखेपासून ६० ( साठ) दिवसांचे आत त्यांच्या सूचना आणि हरकती राजगुरूनगर नगरपरिषदेकडे लेखी द्याव्यात म्हणजे उक्त अधिनियम 
कलम २३ , पोट- कलम (१) अन्वये राजगुरूनगर नगरपरिषद त्याचा योग्य तो विचार करील . 


बापू किसन थिगळे , 


अध्यक्ष , 
राजगुरूनगर नगरपरिषद , राजगुरूनगर. 


राजगुरूनगर , १९ डिसेंबर २०१५ . 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ ३ 

RAJGURUNAGAR MUNICIPAL COUNCIL , RAJGURUNAGAR 
Declaration of intention to prepare Development Plan for Rajgurunagar Town under Section 23 (1) of 
Maharashtra Regional and Town Planning Act , 1966 . 

Public Declaration 
No. NPR /DP - 371/ 2015 . — Rajgurunagar Nagarparishad , Rajgurunagar by its General Body Resolution 
No . 10 / 1 (87 ) , dated 26th November 2015 has declared its intention to prepare Development Plan of 
Rajgurunagar Nagarparishad as per provision of Section 23 ( 1) of Maharashtra Regional and Town Planning 
Act, 1966 for the area within its jurisdiction . 

A copy of the plan showing the area for which the Development Plan is to be prepared is kept open 
for inspection by public in the working days at the office of Rajgurunagar Nagarparishad as required under 
Section 23 ( 2 ) of the Maharashtra Regional and Town Planning Act, 1966 , suggestion and objection if 
any which should be communicated within 60 (sixty ) days from the date of publication of intention in 
Maharashtra Government Gazette shall be considered by Rajgurunagar Nagarparishad as required by 
Section 23 ( 1) of the said Act. 

BAPU KISAN THIGALE , 

President , 

Rajgurunagar Nagarparishad , Rajgurunagar. 
Rajgurunagar, 19th December 2015 . 


पोलीस उपआयुक्त यांजकडून 

आदेश 
क्रमांक पोउआ/ वाहतूक/ ५९ / २०१५ . - ज्याअर्थी, पुणे शहरातील खालील ठिकाणी वाहतूक सुरक्षित व सुरळीतपणे चालणे इष्ट आहे, त्याअर्थी महाराष्ट्रशासन , 
गृह विभाग क्रमांक एमव्हीए-०१९६/८७१ / सीआर-३७/ टीआरए - २, दिनांक २७ सप्टेंबर १९९६ चे नोटिफिकेशननुसार मोटार वाहन कायदा, कलम ११५ , ११६(१), 
( ए), ( बी ), ११६ (४) आणि ११७ अन्वये मला प्राप्त झालेल्या अधिकाराचा वापर करून, प्राप्त हरकती व सूचनांचा विचार करून मी, सारंग आवाड, पोलीस 
उपआयुक्त , वाहतूक नियंत्रण शाखा, पुणे शहर , अत्यावश्यक सेवेतील वाहने ( उदा . फायर ब्रिगेड, पोलीस वाहने , रुग्णवाहिका इत्यादी) खेरीज करून खालीलप्रमाणे 
अंतिम आदेश निर्गमित करीत आहे. सदर ठिकाणी यापूर्वी पार्किंगबाबत असलेले निर्बंध रद्द समजण्यात येतील . 

चतु: शृंगी वाहतूक विभाग, पुणे अंतर्गत 
कुसाळकर पुतळा चौकाकडून वेताळबाबा चौकाकडे जाताना ट्युलीप हॉस्पिटल प्रा. लि . चे पश्चिम गेटपासून भगिरथ इमारतीपर्यंत ५० मीटर 
अंतरापर्यंत नो -पार्किंग करण्यात येत आहे . 

सारंग आवाड , 

पोलीस उपआयुक्त, 
पुणे , १५ डिसेंबर २०१५. 

वाहतूक शाखा, पुणे शहर, पुणे . 


पुढील अधिसूचना असाधारण राजपत्र म्हणून खाली दर्शविलेल्या दिनांकास प्रसिद्ध झाल्या आहेत. 

मंगळवार , ३ मार्च २०१५ / फाल्गुन १२ , शके १९३६ 
URBAN DEVELOPMENT DEPARTMENT 

Mantralaya, Mumbai- 400 032 
Dated 2nd March 2015 

NOTICE 
Maharashtra Regional and Town Planning Act, 1966 

No. TPS - 1713 /446 /CR - 283/ 13 /EP - Sanction /UD - 13. — Whereas , the Dudhani Municipal Council (hereinafter 
referred to as “ the said Planning Authority "), being the Planning Authority within its jurisdiction under Clause 
( 19 ) of Section 2 of the Maharashtra Regional and Town Planning Act, 1966 (Maharashtra XXXVII of 1966 ) 
(hereinafter referred to " the said Act" ) vide its Resolution No . 25 , dated 20th September 2007, has declared 
its intention under Section 38 read with sub - section ( 1) of Section 23 of the said Act to prepare Draft Development 
Plan for the Municipal limits and Notice of such declaration was published at page 2336 in the Maharashtra 
Government Gazette , dated 1st November 2007; 


महाराष्ट्र शासन राजपत्र , भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ /पौष ३ - ९, शके १९३७ 


and whereas, the Dudhani Municipal Council after carrying out Survey of the entire land within its jurisdiction 
as required under Section 25 of the said Act , prepared and published a Notice under sub -section ( 1) of Section 
26 of the said Act, regarding preparation of Draft Development Plan at pages 3963 and 3964 in Maharashtra 
Government Gazette , Pune Division Supplement, dated 9th September 2010 for inviting objections and suggestions 
to the published Draft Development Plan (hereinafter referred to as " the said Development Plan "); 


and whereas, no suggestions and objections are received within the stipulated time limit laid down under 
Section 26 of the said Act ; and also Planning Authority has not suggested any modification to the said 
Development Plan published under Section 26 of the said Act; 


and whereas, in accordance with the provisions of Section 30 of the said Act, the said Planning Authority 
has submitted the said Development Plan to the Government of Maharashtra for sanction vide Marathi letter 
No. 791/ 0il - 217 /2011 - 2012 , dated 4th May 2011 ; 


and whereas, the Government of Maharashtra vide Notification No . TPS- 1711/1264 /CR - 5 /12 /D .P . Sanction / 
UD -13, dated 4th April 2012 sanctioned a part of the said Development Plan , excluding Modification of substantial 
nature which was published as “ EP - 1 (hereinafter referred to as “ the said Excluded Part") for inviting suggestions 
and /or objections from the general public , vide Notice No. TPS- 1711/ 1264/CR - 5 / 12 /EP -Publish /UD - 13 , dated 4th 
April 2012 published in Maharashtra Government Gazette , Pune Division Supplement, dated 10th April , 2012 
on pages 47 - 48 and then Deputy Director of Town Planning , Pune Division , Pune was appointed as the officer 
to give hearing and submit his report to the Government ( hereinafter referred as “ the said Officer" ) ; 


and whereas, the said Officer, after giving hearing in respect of the suggestions and / or objections received 
from the general public , regarding the said Excluded Part No . EP -1 has submitted his report to the Government 
vide letter No . 1200 , dated 2nd August 2012 ; 


and whereas , in accordance with the amended provisions of Section 31 (1) of the said Act vide Maharashtra 
Act No. XXXVIII of 2014 which has come into force with effect from 4th October 2013 , the State Government 
is required to sanction the said Excluded Part within one year from the date of receipt of the report from the 
Officer appointed under Section 31 (2 ) of the said Act or from the date on which the amended provisions came 
into force , whichever is later i. e . 4th October 2014 ; 

and whereas , in accordance with the amended provisions of Section 148 - A of the said Act vide Maharashtra 
Act No. XXXVIII of 2014 in computing the period in relation to any Development Plan , Regional Plan or Scheme 
under the provisions of Chapter II , III, IV and V of the said Act, the period or periods during which any action 
could not be completed under the said Chapters , due to enforcement of any code of conduct by the Election 
Commission of India or the State Election Commission in respect of any election shall be excluded ; 

And whereas, such prescribed one year time limit is still in existence on excluding the period of model 
code of conducts ; 


Now therefore , in exercise of the powers conferred by sub - section ( 1) of Section 31 of the said Act and 
all other powers enabling it in that behalf , the Government of Maharashtra after consulting the Director of Town 
Planning , Maharashtra State , Pune , hereby 

(a ) Takes decision regarding the said Excluded Parts No . EP - 1 of the said Development Plan as specified in the 
Schedule appended hereto . 


(b ) Fixes the date after onemonth of the publication of this Notification in the Maharashtra GovernmentGazette 
to be the date on which the said sanction to the Excluded Parts as described in the Schedule shall come into force . 


(c ) Extend the time limit under Section 31 ( 1 ) of the said Act for according sanction to the said Excluded Part 
upto and inclusive of the date of the Maharashtra Government Gazette in which the Notification is publish . 

Copy of the Plan showing the aforesaid Excluded Parts , as sanctioned by the State Government shall be kept 
open for inspection by the general public , during working hours for a period of one year in the office of the Dudhani 
Municipal Council (District Solapur) on all working days . 

This Notification shall also published on the Government website www .maharashtra . gov. in as well as on the 
website of Directorate of Town Planningwww .dtp .maharashtra .gov. in . 


DEVELOPMENTPLANOFDUDHANI 

Schedule"A" SUBSTANTIALMODIFICATIONSSANCTIONEDBYGOVERNMENTUNDERSECTION31(1)OFMAHARASHTRAREGIONALAND 

TOWNPLANNINGACT,1966 (AppendedtoGovernmentNotificationNo.TPS-1713/446/CR-283/13/EPSANCTION/UD-13,Dt.2-3-2015) 


Sr 
. 


EP 
No 
. 


Proposal 
as 
per publishedplanu/s26 


Proposalasper submittedplanu/s30 


No 
. 


SubstantialModification publishedbyGovernment 
u 
/ 
s 
31 
of 
M 
. 
R 
. 
and 

T.P.Act,1966 


Decision 
on 
Substantial 
Modification 

publishedbyGovernment u/s31ofM.R.and 

T.P.Act,1966 


1 


5 


2 EP-1 


SiteNo.1-SiteNo.15– EducationalComplex (Areas1.30Hectare) 


M-3 SiteNo.15-Educational Complex(Area1.30Hectare) 


EP-1 

SiteNo.15-“EducationalComplex"is SiteNo.15"EducationalComplex."deletedandlandsoreleasedisincluded Proposedtobedeletedandincludedin“Public/Semi-PublicZone." in“Public/Semi-PublicZone". ByorderandinthenameoftheGovernorofMaharashtra, 

SANJAYSAOJI, 

UnderSecretary, GovernmentofMaharashtra. 
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URBANDEVELOPMENTDEPARTMENT 

Mantralaya,Mumbai-400032 Dated2ndMarch2015 

NOTICE MaharashtraRegionalandTownPlanningAct,1966 

No.TPS-1812/160/CR-58/12/ReconstructionNo.27/12/EP-Sanction/UD-13:-Whereas,theGovernmentofMaharashtrainUrbanDevelopmentDepartmentvide NotificationNo 
.PCC/3096/1801/CR 
-261/UD 
-22,dated11thSeptember1997hasextendedthelimitsofPimpri-ChinchwadMunicipal 
Corporation(hereinafterreferred toasthesaidCorporation ); 

Whereas,thesaidCorporationbeingthePlanningAuthority 
(hereinafterreferred 
toas 
“ 
thesaidPlanningAuthority ) 
byits 
ResolutionNo.3615, 
dated 10thNovember1997madeadeclarationunderSections21and23and34oftheMaharashtraRegionalandTownPlanningAct,1966(hereinafterreferred toas"thesaidAct")topreparetheDevelopmentPlanfortheareanewlyaddedtothePimpri-ChinchwadMunicipalCorporationwithinitsjurisdictionand NoticeofsuchdeclarationwaspublishedinMaharashtraGovernmentGazette,PuneDivisionsupplement,dated25thDecember1997; 


andwhereas,thesaidCorporationaftercarryingouttheSurveyoftheentireadditionalareawithinitsjurisdictionasrequiredunderSection25ofthem SaidAct,preparedtheDraftDevelopmentPlanofPimpri-Chinchwad(AdditionalArea)(hereinafterreferredtoas"thesaidDevelopmentPlan")andpublished "thesaidDevelopmentPlan"underSection26oftheSaidActvideResolutionNo.430-A,dated19thAugust2000andpublishedanoticetothateffect forinvitingsuggestionsand/orobjectionsfrompublicinMaharashtraGovernmentGazette,PuneDivisionSupplement,dated5thOctober2000; 

andwhereas,afterconsideringthesuggestionsandlorobjectionsreceivedfrompublictotheproposalsofthe"saidDevelopmentPlan","thesaidPlanning Authority"hassubmitted“thesaidDevelopmentPlan"toGovernmentofMaharashtraforsanctionon14thJuly2003undersection30(1)of“thesaidAct" afterfollowingtheprocedureasmentionedintheSaidAct; 

andwhereas,inaccordancewithprovisionsofsub-section(1)ofSection31ofthesaidAct,theGovernmentafterconsultingtheDirectorofTownPlanning, MaharashtraState,Pune,videNotificationNo.TPS-1808/894/CR-1727/09/UD-13,dated18thAugust2009hassanctionedthesaidDevelopmentPlanexcluding thepartofsubstantialmodificationEP-1,EP-2,EP-3.etc.proposedinthe; 

andwhereas,theGovernmentofMaharashtrahaspublishedthenoticeforinvitingsuggestionsandorobjectionsfromgeneralpublicunderSection31 ofthesaidAct,videitsNoticeNo.TPS-1808/894/CR-1727/09/UD-13,dated18thAugust2009andthereafterCorrigendumandAddendumtotheNoticeispublished videTPS-1808/894/CR-1727/09/UD-13/Corrigendum/Addendum,dated27thOctober2009alongwithschedulesofproposedsubstantialmodifications(hereinafter 
referredtoas"thesaidExcluded 
Part" 
),andtheNoticetothateffectwaspublished 
intheMaharashtraGovernmentGazette,PuneDivision 
Supplement, dated20thAugust2009onPageNos.273to291,dated26thNovember2009,PageNos.3852to3854andtheDeputyDirectorofTownPlanning,Pune Division,PunewasappointedasanOfficertogivehearingandtosubmithisreporttoGovernment; 

andwhereas,thesaidOfficer,aftergivinghearingtothesuggestions/objectionsreceivedfromgeneralpublicinrespectofthesaidExcludedPartsNo. EP-1toEP-118ofthesaidDevelopmentPlan,submittedhisreporttotheGovernmentvideletters,dated26thOctober2010and18thFebruary2011; 

andwhereas,thesaidActisfurtheramendedandtheamendmentsarepublishedinMaharashtraGovernmentGazette,dated18thMarch,2014and, 9thDecember2014andtheamendmenttothesaidActhavecomeintoforcefrom4thOctober2013; 

and 
whereas,inaccordance 
withtheamendedprovisionofSection31(1)ofthesaidActvide 
MaharashtraActNo 
.XXXVIII 
of2014whichhas 
come 
into 
force 
w 
.e 
.f.4th 
October2013 
the 
State 
Governmentisrequired 
tosanctionthesaidExcludedPart 
withinone 
year,fromthe 
dateof 
receiptofthe reportfromtheOfficerappointedunderSection31(2)ofthesaidActorfromthedateonwhichtheamendedprovisionshavecomeintoforce,whichever islateri.e.4thOctober2013; 

andwhereas,inaccordancewiththeamendedprovisionsofSection148-AoftheSaidActvideMaharashtraActNo.XXXVIIIof2014,incomputing theperiod,inrelationtoanyDevelopmentPlan,RegionalPlanorSchemeundertheprovisionsofChapterII,III,IVandVofthesaidAct,theperiodor periodsduringwhichanyactioncouldnotbecompletedunderthesaidChapters,duetoenforcementofanycodeofConductbytheElectionCommission ofIndiaortheStateElectionCommissioninrespectofanyelectionshallbeexcluded; 

andwhereas,suchprescribedoneyeartimelimitisstillinexistenceonexcludingtheperiodofmodelCodeofConducts; 

Now,therefore,inexerciseofthepowersconferredbysub-section(1)ofSection31ofthesaidActandalltheotherpowersenablingitinthatbehalf, theGovernmentofMaharashtra,afterconsultingtheDirectorofTownPlanning,MaharashtraState,Punehereby- 

(a)AccordtosanctionsthesaidExcludedPartNos.EP-1toEP-118ofthesaidDevelopmentPlanasspecifiedintheSchedule-Aappendedhereto; 

(b)fixesthedateafteronemonthofthepublicationofthisNotificationintheMaharashtraGovernmentGazettetobethedateonwhichthesaidExcluded Partsasdescribedinthescheduleshallcomeintoforce. 

(C)ExtendthetimelimitunderSection31(1)ofthesaidActforaccordingsanctiontothesaidExcludedPartuptoandinclusiveofthedateofthe MaharashtraGovernmentGazetteinwhichtheNotificationispublish. 

CopyofthePlansshowingtheaforesaidExcludedPartassanctionedbytheStateGovernmentshall 
bekeptopenforinspectionbythe 
generalpublic, duringworkinghoursforaperiodofoneyearintheofficeofthePimpri-ChinchwadMunicipalCorporationonallworkingdays. 

ThisNotificationshallalsobepublishedontheGovernmentwebsitewww.maharashtra.gov.inaswellasonthewebsiteofDirectorateofTownPlanning www.dtp.maharashtra.gov.in 
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EP No. 


1 


4 


SCHEDULE“A” ScheduleofSubstantialModificationsSanctionedbyGovernmentunderSection31(1)of 

MaharashtraRegionalandTownPlanningAct,1966 (AppendedtoGovernmentNotificationNo.TPS-1812/CR-58/12/RECON.No.27/12/UD-13,DATED02-03-2015) Modifica-ProposalaspertheDraftProposalasperthesubmit-DescriptionofProposedSubstantialDecisiononSubstantialModification tionNo.DevelopmentPlanpublishedtedDraftDevelopmentPlanModificationpublishedunderSectionpublishedbyGovernmentunder underSection26ofM.R.underSection30ofM.R. 

31(1)ofthe 

Section31(1)ofthe andT.P.Act,1966 

andT.P.M.R.andT.P.Act,1966 

M.R.andT.P.Act,1966 Act,1966 2 

SectorNo.1 

Village-Talwade M-1/G-1RM(SiteNo.1/2)-(-0.10H.)AreaofRM(SiteNo.1/2)-(0.10EP-1 

EP-1 CCL(SiteNo.1/3)-(0.10H.) H.),CCL(SiteNo.1/3)-(0.10 
Area 
ofRes.RM 
1/2,CCL 
1/3 
,P1 
/4, 
Sanctionisrefusedtothe 
proposalun P(SiteNo.1/4)-(0.05H).H.),P(SiteNo.1/4)-(0.05 

SCM1/5isproposedtobein-derSection31(1)SiteNo.RM(1/2), SCM(SiteNo.1/5)-(0.10H).H.),SCM(SiteNo.1/5)-(0.10 

creasedto0.20HectareeachasCCL(1/3),P(1/4),SCM(1/5)arerein H.)isproposedtobe shownonplan. 

statedasperpublishedplanunder increasedto0.20Hectare 

Section26. each. 


EP-1 
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EP-2 


M-1/G-2 


G1/13,G1/6isreservedfor 

0.50Hectareeach. 


AreaofRes.G1/13,G1/6is 

proposed 
tobeincreasedto 0.80 
Hectare( 
i.e 
.2Acres) each. 


EP-2 

EP-2 Area 
of 
Res 
. 
G1/13 
,G 
1 
/6 
is 
Sanctionis 
refused 
tothe 
proposal proposedto 
beincreased 
to0.80 
Hect- 
underSection31 
(1) 
,SiteNo 
.G1 
/ 
13, are(i.e.2Acres)eachasshownonG-1/6arereinstatedasperpublished plan. 

planunderSection26. EP-3 

EP-3 

SanctionedasproposedunderSection ReservationNo.1/18Playground(1.00 

-31(1). H.)isproposedtoberetained. 


EP-3 


M-1/G-4Res.No.1/18PlaygroundReservationisproposedtobe (1.00H.). 

retained. 


EP-4 


M- 
1/ 
4 


S. 
No.238,Res 
.No.1 
/12Reservation 
isproposed 
to 
beEP- 
4 PrimarySchool(0.40H.). shiftedtowardsSouthside. 

ReservationNo.1/12PrimarySchool 

(0.40H.)isproposedtobeshifted towardsSouthsideasshownonplan. 


EP-4 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/12Primary School(0.40H.)isreinstatedasper 

publishedPlanunderSection26. EP-5 SanctionedasproposedunderSection 

31(1) 


EP- 
5 


M- 
1/G-4 


Res.No. 
1/1 
,Primary 
School 
ReservaionisproposedtobeEP 
-5 (0.40H.). 

retained. 

ReservationNo.1/1,PrimarySchool 

(0.40H.)isproposedtoberetained. 


SCHEDULE"A"-contd. 


2 


SectorNo.1-contd. 
Village 
- 
Talwade 
- 
contd 
. 


EP-6 


M-1/G-4 


EP-6 SanctionedasproposedunderSection 

31 
( 
1 
) 
. 


Res.No.1/30,Parking(0.20H.).ReservaionisproposedtobeEP-6 

retained. 

ReservationNo.1/30,Parking(0.20H.) 

isproposedtoberetained. Res.No.1/9,TownHallReservaionisproposedtobeEP-7 (0.50H.). 

retained. 

ReservationNo.1/9,TownHall(0.50H.) 

isproposedtoberetained. 


EP-7 


M-1/G-4 


EP-7 PartareatotheWestsideofTownHall 

alongtheroadisdeletedandincluded inIndustrialZoneandremainingarea isretainedforSiteNo.1/9,“TownHall” 

asshownonplan. EP-8 Sanctionisrefusedtotheproposalunder 

Section31(1),SiteNo.1/31, PrimarySchool(0.40H)isreinstated asperpublishedPlanunderSection 26. 


EP- 
8 


M- 
1/14 


Res. 
No.1 
/31,Primary 
School 
ProposedtoberedesignatedasEP 
-8 (0.40H.). 

ParkingandCommunity 

myReservationNo.1/31PrimarySchool CenterandLibrary. 

(0.40H.)proposedtoberedesignated asParkingandCommunityCenter andLibrary 


महाराष्ट्र शासन राजपत्र, भाग एक - - पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 


EP-9 


M-1/15 


GatNo.90includedinGatNo.90isproposedtobeEP-9 ResidentialZone. 

includedinIndustrialZone. 

GatNo.90isproposedtobeincluded 

inIndustrialZone. 


EP-9 SanctionasproposedunderSection 

31(1)GatNo.90includedinIndustrial Zoneasshownonplan. 


EP-10M-1/16 


GatNos.68,70,71,72includedGatNos.68,70,71,72areEP-10 inResidentialZone. 

proposedtobeincludedin 

Gat 
Nos 
. 
68 
, 
70 
, 
71 
, 
72 
are 
proposed 
to IndustrialZone. 

beincludedinIndustrialZone. 


EP-10 SanctionedasproposedunderSection 

31(1). 


EP-11M-1/17 


GatNo.89includedinC-2GatNo.89isproposedtobeEP-11 Zone. 

included 
in 
Industrial 
Zone 
. 

GatNo.89isproposedtobeincluded 

inIndustrialZone. 


EP-11 SanctionedasproposedunderSection 

31(1) 


EP 
-12M 
-1 
/ 
18 


Res 
.No. 
1/ 
22 
,Garden 
. 


Proposedtoberedesignatedas 

Private 
Garden 
. 


EP-12 ReservationNo.1/22,Gardenproposed 

toberedesignatedasPrivateGarden. 


EP-12 Sanctionisrefusedtotheproposalunder 

Section 
31 
( 
1) 
.Site 
No 
. 
1/ 
22 
, 
“ 
Garden 
” 
isreinstated 
asper publishedPlanunderSection26. 


EP-13M-1/G-4 


EP-13 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/13, 
" 
Garden 
" 
isreinstatedas 
per publishedPlanunderSection26. 


Res.No.1/13,Garden. ReservationisproposedtobeEP-13 

retained. 

ReservationNo.1/13,Gardenis 

proposedtoberetainedandareaof reservationisincreasedto0.80 

HectareasshownonPlan. GatNo. 
169 
,Res. 
No. 
1/7Reservation 
is 
proposedto 
be 
EP-14 Playground 

deleted. 

GatNos.169/ReservationNo.1/7, 

Gardenisproposedtobedeletedand includedinResidentialZone. 


EP 
-14 


- 


EP 
- 
14 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/7isalso reinstatedasperpublishedPlan underSection26.Designationofsite 
is 
reinstated 
as 
" 
Playground 
" 
as 
per publishedPlanunderSection26. 


EP-15 


M 
-1/ 
G- 
5 
GatNos.110 
and112Res 
.No. 
Reservationisproposedtobe 1/23SecondarySchool.deletedandlandbeincluded 

inResidentialZone. 


EP 
- 
15 GatNos.110and122Res.No.1/23-A 

SecondarySchoolisproposedtobe deletedandlandisproposedtobe includedinResidentialZone. 


EP-15 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/23, "SecondarySchool”isreinstatedas perpublishedPlanunderSection26. 


EP- 
16 


M-1/G- 
6Gat 
Nos.122and 
124Res.No 
.Reservationisproposedtobe 

1-19,parkingandRes.No. deletedandlandbeincluded 1/20,Shopping-cum-Market.inResidentialZone. 


EP 
-16 GatNos.122and124,Res.No.1/19 

Parkingand 
Res. 
No 
.1 
/20Shopping cum-Marketisproposedtobedeleted andlandisproposedtobeincluded inResidentialZone. 


EP-16 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/19, "Parking”andSiteNo.1/20 "Shopping-cum-Market”are reinstatedasperpublishedPlan underSection26. 
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Village-Chikhali 


EP-17 


- 


GatNo.1264. 


GatNo.1264istobereadas 

GatNo.1274. 


EP-17 GatNo.1264istobereadasGatNo. 

1274. 


EP-17 SanctionasproposedunderSection31 

(1)asshownonplan. 


EP-18 


M-1/G-9GatNos.1555,1556,1557,Res.No.1/82HousingforEP-18 1558,1559,Res.No.1/82, dishousedisproposedtobe 

GatNos.1555,1556,1557,1558,1559 HousingForDishouses. partlydeletedfromGatNo. 

Res.No.1/82,HousingforDishoused 
1557 
and 
the 
area 
so 

proposedtobeispartlydeletedfrom releasedisproposedtobe 

GatNo.1557andtheareaso includedinResidentialZone. 

released 
is 
proposed 
to 
be 
included inResidentialZone. 


EP-18 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/82,“Housing ForDishoused"isreinstatedasper published 
PlanunderSection 
26 
. 


SCHEDULE“A”-contd. 


8 


SectorNo.1-contd. 


Village-Chikhali-contd. 


EP-19M-1/24 


EP-19 SanctionedasproposedunderSection 

31(1)asshownonplan. 


Res.No.1/153,PrimarySchool.ThelandareaunderexistingEP-19 

structure 
is 
proposed 
to 
be 

Theareaoflandunderexistingstructure deletedfromtheRes.No. 

isproposedtobedeletedfromthe 
1 
/ 
153 
Primary 
School 
. 

Res.No.1/153PrimarySchooland thearea 
so 
released 
is 
proposed 
to beincludedinResidentialZone. 


EP-20 


M-1/29 


GatNo.1615. 


GatNo.1615istobereadas 

GatNo.1617. 


EP-20 GatNo.1615isreadasGatNo.1617. 


EP-20 SanctionedasproposedunderSection 

31 
( 
1 
) 
as 
shown 
on 
plan 
. 


EP- 
21M- 
1/G-8 


GatNo 
.1562,Res.No.1/80 
ReservationsareproposedtobeEP 
-21 GardenandReservationNo.deleted. 

GatNo.1562Res.No.1/80Gardenand 
1 
/ 
81 
ofDispensary 
- 
cum 

Reservation 
No 
. 
1 
/81 
of 
Dispensary 
Maternity 
Home 
. 

cum-MaternityHomeareproposedto bedeleted 
andthe 
areaso 
released isproposedtobeincludedin 
Residential 
Zone 
. 


EP-21 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/80, "Garden”andSiteNo.1/81of "Dispensary-cum-MaternityHome" arereinstatedasperpublishedplan 
under 
Section 
26 
. 
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Village-Moshi 


EP-22 SanctionedasproposedunderSection 

31(1) 


EP-22M-1/31GatNo.249isincludedinC-2GatNo.249isproposedtobeEP-22 andAgricultureZone. 

includedinPublicSemi 

GatNo.249isproposedtobedeleted publiczone. 

fromC-2andAgricultureZoneand proposedtobeincludedinPublic 

Semi-PublicZone. EP-23M-1/G-10BoradewadiGatNo.188,S.No.Res.isproposedtobedeletedEP-23 1307ReservationofHousingfromGatNo.188,S.No. 

GatNo.188,S.No.1306ofBoradewadi forDishoused(SiteNo.1307ofBoradewadi. 

Res.No.1/165ofHousingfor 1/165). 

Dishousedisproposedtobedeleted andtheareasoreleasedisproposed tobeincludedinResidentialZone. 


EP-23 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.1/165, "HousingforDishoused”isreinstated asperpublishedplanunderSection 26. 


EP 
- 
24M 
-1/ 
G-11Res 
.No.1/ 
207, SafariPark 
25HectaresAreaofGatNos 
. (69.72H.). 

460,461,458(pt.)located nearexistingSolidWaste ManagementProjectwhich ispartofSafariPark,is proposedtoberedesignated asSolidWasteManagement withBufferZone. 


EP-24 25Hectares.AreaofRes.No.1/207 

Safari 
Park, 
Gat 
Nos 
.460 
, 
461 
, 
458 (pt.)locatednearexistingSolidWaste ManagementProjectwhichispartof SafariParkisproposedtobe redesignatedas SolidWaste ManagementProject withBufferZone 
of 
500 
mtrs 
. 
as 
shown 
as 
plan 
. 


EP-24 The25HectaresAreaofRes.No.1/207 

SafariPark,GatNos.460,461,458 (pt.)locatednearexistingSolidWaste ManagementProjectwhichispartof SafariPark,isdesignatedfor“Solid WasteManagementProject".The BufferZonearoundtheSolidWaste ManagementProjectSiteisrestricted to100mtrs.This100mtrs.Buffer ZoneareashallformpartofSolid WasteManagementProject Reservation.Thelanduseandthe proposalsinthelandsoreleasedfrom theremainingBufferZoneshallbeas pertheplansubmittedunderSection 

30ofthesaidAct. EP-25 Sanctionisrefusedtotheproposalunder 

Section31(1).Thealignmentof90 mtrs.proposedroadisreinstatedas perpublishedplanunderSection26. Inviewofthisthemodificationsmade 
by 
the 
PlanningAuthorityas 
well 
as SubstantialModificationsproposed byGovernmentunderSection31(1) andmentionatEPNos.27,91,109, 110,111regardingtheshiftingofsites/ proposalofnewsites,alignmentof road/landusezoningarerefusedand allsuchproposalsarereinstatedas perpublishedplanunderSection26 asshownonplan. 


EP-25M-1/G-12Res.No.1/202,TTP, 

Res.No.1/204,Stadium, Res.No.1/203,Parking, 
Res 
. 
No 
. 
1 
/ 
205 
, 
Parking 
, Res.No.1/209,SACC. 


ReservationNos.1/202,1/203,EP-25 1/204,1/205,1/209-Care 

ReservationNos.1/202,1/203,1/204, shiftedandtheirboundaries 

1/205,1/209-Careproposedtobe andareasareproposedtobe 

shiftedandtheirboundariesand changedduetochangein 

areasarepurposedtobechanged alignmentof90mtrs.roadas 

duetochangeinalignmentof90mtrs. shownonplan. 

roadasshownonplan.New ReservationNo.1/205-A(Parking)of area0.60Hects.isproposedfor 
PMPMLasshownon 
plan 
andland under90mtrs.road(asperplan publishedunderSection26)is proposedtobeincludedinResidential 
Zone 
. 
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Village-Dudulgaon 


EP-26 


M-1/34 


GatNo.179istobeshownon 

DP. 


EP-26 GatNo.179isproposedtobeshown 

onDP 


EP-26 SanctionedasproposedunderSection 

31(1)asshownonPlan. 


99 


SCHEDULE“A”-contd. 


1 


2 


3 


SectorNo.2 Village-Chovisawadi 


EP-27M-2/G-1 


90.0mtrs,roadisproposedin 

Moshi,Chovisawadi, Wadmukhwadiand ReservationNos.1/204,1/ 203,1/206,1/209-Cis proposedtobothsideof90.0 mtrs.roadatMoshi. 


EP 
- 
27 Sanctionisrefusedtotheproposalunder 

Section31 
( 
1 
).Inview 
of 
thedecision mentionedatEPNo.25,the ProposalsunderSection26are 
reinstated 
as 
shown 
on 
plan. 


90.0Mtrs.roadisproposedtoEP-27 
be 
shiftedon 
the 
boundary 

R.Nos.1/204,1/203,1/206,1/209-Cat oftheNoDevelopmentZone 

Moshiproposedtobeshiftedtothe duetorestrictionofdefence andReservationNos.1/204, 

Northsideofthe90.0mtrs.roadas 

shownonplan. 1/203,1/206,1/209-Care proposedtobeshiftedon Northsideofthe90.0mtrs. 

Toad 
Zone 
. 
Village 
- 
Wadmukhwadi S.Nos.120,121,123,124,EP-28 129,131areproposedtobe 

S.Nos.120,121,123,124,129,131 includedinResidentialZone. 

areproposedtobeincludedin ResidentialZone. 


EP-28 


M-2/1 


S.Nos.120,121,123,124, 

131areincludedinIndustrial ZoneandS.No.129is 
included 
in 
C 
- 
2 
Zone 
. 


EP-28 Sanctionisrefusedtotheproposalunder 

Section31(1),S.Nos.120,121,123, 
124 
, 
131areincluded 
inIndustrial ZoneandS.No.129isincludedin C-2Zoneasperpublishedplanunder Section26. 
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Village-Charholi 


EP-29M-2/2 


Res.No.2/97ExtensiontoRes.No.2/97isproposedtoRes.No.2/97isproposedtobeEP-29 PrimarySchool. 

bedesignatedforPrimarydesignatedforPrimarySchool.SanctionedasproposedunderSection SchoolinsteadofExtension 

31(1). toPrimarySchool. 


EP-30 


M-2/3 


Res.No.2/66PrimarySchool.Res.No.2/66PrimarySchoolRes.No.2/66PrimarySchoolisEP-30 

isproposedtobedeletedproposedtoberelocatedinS.No.Sanctionisrefusedtotheproposalunder andrelocatedinS.No.135.135andtheareasoreleasedisSection31(1).SiteNo.2/66“Primary proposedtobeincludedinResidentialSchool”isreinstatedasper 

publishedplanunderSection26. 


Zone 
. 


EP-31M-2/4 


Res.No.2/62CattleShedand 

BurialGround 


Thepurposeofthereservation 

isproposedtobechanged toCattlePondandareaof theexistingBurialGroundis proposedtoberestrictedto 0.19Guntha. 


ThepurposeoftheReservationNo.21EP-31 

62isproposedtobechangedtoSanctionedasproposedunderSection CattlePondandareaoftheexisting31(1).Thepurposeofthereservation BurialGroundisproposedtobeischangedto"CattlePond"andarea restrictedto0.19Guntha. 

oftheexistingBurialGroundis restrictedto0.19Ha. 


EP-32M-2G-3 


S.Nos.29,30and35-Res.No.ReservationisproposedtobeReservationNo.2/94SlaughterHouse,EP-32 2/94SlaughterHouse,Areadeleted. 

Area1.7Hect.isproposedtobeSanctionedasproposedunderSection 1.7Hect. 

deletedandlandsoreleasedis31(1). proposedtobeincludedinAgricultural Zone. 


EP-33M-2/G-4Res.No.2/71-Community 

Center-cum-Library(0.10 
Hect 
. 
) 


ReservationisproposedtobeReservationNo.2/71-CommunityEP-33 deleted. 

Center-cum-Library(0.10Hect.)isSanctionisrefusedto 
the 
proposal 
under proposedtobedeletedandlandsoSection31(1).Site2/71,"Community releasedisproposedtobeincludedCenter-cum-Library”(0.10Hect.)is inResidentialZone. 

reinstatedasperpublishedplan underSection26. 


EP-34M-2/G-5Res.No.2/72–Parking(0.20 

Hect.) 


ReservationisproposedtobeReservationNo.2/72Parking(0.20 deleted. 

Hect.)isproposedtobedeletedand landsoreleasedisproposedtobe includedinResidentialZone. 


EP-34 Sanctionisrefusedtotheproposalunder 

Section31(1).Site2/72,“Parking" ( 
0 
. 
20 
Hect 
. 
) 
is 
reinstated 
asper publishedplanunderSection26. 


Village-Dighi 


EP-35 


M-2/9 


Res.No.2/126,ElectricSub 

Station(1.80H.),2/129 EngineeringStore(0.10H.), 2/130PrimarySchool(0.40 


Res.Nos.2/126,2/129and 2/130areproposedtobe 

deletedandlandsoreleased isproposedtobeincluded inResidentialZone. 


Res.No.2/126ElectricSub-Section 

(1.80H.),2/129EngineeringStore (0.10H.),2/130PrimarySchool(0.40 H.)areproposedtodeletedlandso releasedisproposedtobeincluded inResidentialZoneasshownon Plan. 


EP-35 Sanctionisrefusedtotheproposalunder 

Section31(1).Site2/126,“Electric Sub-Station"(1.80H.),2/129, “EngineeringStore”(0.10H.),2/130 “PrimarySchool”(0.40H.)are reinstatedasperpublishedplan 
under 
Section 
26 
. 
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H 
. 
) 
. 


EP-36 


M-2/10 


S.No.5,Res.No.2/145,Fire 

Station 
(0.40 
H. 
)and 
Res. No.2/142,TownHall(0.50 


Res.No.2/145isproposedto 

bedeletedandrelocated 
in theRes.No.2/142andarea ofbothreservationsis proposedtobe0.25H.each. 


H 
. 
) 
. 


Res.No.2/145isproposedtobedeleted 

andrelocated 
inthe 
Res.No.2/142 andareaofbothreservationsis proposedtobekeptas0.25H.each andlandsoreleasedfromRes.No. 
2/145tobeincluded 
inResidential 
Zone 
as 
shown 
on 
plan 
. 


EP-36 Sanctionisrefusedto 
theproposal 
under 

Section31(1).Site2/145,"Fire Station"(0.40H.)andSiteNo.2/142, "TownHall”(0.50H.)arereinstated asperpublishedplanunder 
Section 26. 


EP-37 


M-2/G-6 


AreanearexistingESRin 

S.No.3isincludedin ResidentialZone. 


0.20H.areanearexistingESR 

inS.No.3isproposedtobe 
reserved 
for 
ESR 
. 


0.20H.areanearexistingESRin 

S.No.3isproposedtobereserved forESR. 


EP-37 SanctionedasproposedunderSection 

31(1)asshownonplan. 


SCHEDULE“A”-contd. 


&b 


SectorNo.2-contd. Village-Dighi-contd. 


EP-38M-2/G-7S.No.77,Res.No.2/115Res.No.2/115GardenisRes.No.2/115GardenisproposedtoEP-38 Garden(3.80H.). 

proposedtoberedesignatedbedesignatedasElectricSub-Sanctionisrefusedtotheproposalunder asElectricSub-Section. 
Station 
. 

Section31(1).SiteNo.2/115 
" 
Garden 
” 
( 
3 
. 
80 
H. 
) 
is 
reinstated 
asper 

publishedplanunderSection26. EP-39M-2/G-8S.No.77,MagzineChowkAtMagzineChowk4.00Hects.S.No.77,MagzineChowk4.00Hects.EP-39 GreenZone. 

areainGreenZoneisAreaisGreenZoneisproposedtoSanctionedasproposedunderSection proposedtobereservedforbereservedforGarden-cum-Children31(1)asshownonplan. 

Garden-cum-ChildrenPark. Park. EP-40M-2G-9Res.No.2/137,Secondary0.80H.areaisproposedtobe0.80H.areaisretainedforSecondaryEP-40 School(1.80H.). 

retainedforSecondarySchoolRes.No.2/137andremainingSanctionisrefusedtotheproposalunder 
Schooland 
remaining 
areaareaisproposedtobedeletedfromSection31(1).SiteNo.2/137 isdeletedfromreservation.reservationandincludedin“SecondarySchool”(1.80H.)is ResidentialZone. 

reinstated 
as 
perpublishedplan underSection26. 
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EP-41M-2/G-10S.No.87,Res.No.2/133Reservationisproposedtobe TelecomCenter. 

deleted. 


S.No.87,Res.No.2/133-Telecom 

Centerisproposedtobedeletedand landsoreleasedisproposedtobe includedinResidentialZone. 


EP-41 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.2/133 "TelecomCenter”isreinstatedasper publishedplanunderSection26. 


EP 
. 
42 
M 
- 
21G 
- 
14 
S 
. 
Dispensary 
- 
cum 
- 
M 


EP-42M-2/G-14S.No.81,Res.No.2/117 

Dispensary-cum-Maternity Home(0.25H.). 


Areaofreservationasproposed 

tobereducedandkeptas 0.10H. 


AreaofS.No.81,Res.No.2/117EP-42 

Dispensary-cum-MaternityHomeSanctionisrefusedtotheproposalunder (0.25H.)isreducedandkeptas0.10Section31(1).SiteNo.2/117 H.andlandsoreleasedisproposed“Dispensary-cum-MaternityHome" tobeincludedinResidentialZoneas (0.25H.)isreinstatedasper shownonplan. 

publishedplanunderSection26. 


EP-43M-2/G-15S.No.2,Res.No.2/140 

PrimarySchool(0.40H.). 


Res.isproposedtobeS.No.2,Res.No.2/140PrimarySchoolEP-43 relocatedatexistingschool.(0.40H.)isproposedtoberelocatedSanctionisrefusedtotheproposalunder 

atexistingschoolandlandsoSection31(1).SiteNo.2/140H.) releasedisproposedtobeincluded“PrimarySchool”(0.40H.)reinstated inResidentialZone. 

asperpublishedplanunderSection 26. 


EP-44 


- 


S.No.66,Res.No.2/127 

EconomicallyWeaker SectionHousing. 


S.No.66,Res.No.2/127S.No.66,Res.No.2/127EconomicallyEP-44 

EconomicallyWeakerWeakerSectionHousingisproposedSanctionedasproposedunderSection SectionHousing. 

tobepartlydeletedandareaso31(1), releasedisproposedtobeincluded 
in 
ResidentialZone 
as 
shown 
on 
plan. 


Village-Bopkhel 


EP-45M-2/G-17S.No.156,Res.No.2/153 

PrimarySchool(0.40H.). 


50percentroadsideareaof50percentroadsideareaofS.No.156,EP-45 

reservationisproposedtobeRes.No.2/153,PrimarySchool(0.40 Sanctionisrefusedtotheproposalunder retained 

H.)isproposedtoberetainedandSection31(1).Site2/153“Primary remaininglandisproposedtobeSchool"(0.40H.)isreinstatedasper includedinResidentialZone. 

publishedplanunderSection26of MRandTPAct,1966. 


SUT 


EP-46 


M-2/G-20Res.No.2/160TelecomCenter50percentareaofreservation50percentareofRes.No.2/160EP-46 (0.40H.) isproposedtoberetained.TelecomCenter(0.40H.)isretainedSanctionisrefusedtotheproposalunder 

andremaininglandisproposedtobeSection31(1).Site2/160“Telecom includedinResidentialZone. 

Center"(0.40H.)isreinstatedasper 

publishedplanunderSection26. SectorNo.3 Village-Dapodi 
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EP-47M-3/1 


Res.No.3/25BusTerminus 

(2.96H.). 


50percentareaofreservation 

totheEasternsideis proposedtobedeletedand includedinResidentialZone. 


50percentareaofRes.No.3/25BusEP-47 

Terminus(2.96H.)totheEasternsideSanctionispartlyrefusedtotheproposal isproposedtobedeletedandunderSection31(1).site3/25 proposedtobeincludedinResidential "BusTerminus"(2.96H.)isreinstated Zoneandnew12.00mtrswideroadasperpublishedplanunderSection isproposedalongRailwayboundary26andnew12.00mtrswideroad asshownonplan. 

alongrailwayboundaryissanctionas proposedunderSection31(1).as shownonplan. 


EP-48 


M-3/3 


S.Nos.12,13,14pt.Res.No. 

3/10HousingforDishoused 


Proposedtoberedesignatedas 

EconomicallyWeaker SectionsHousing. 


S.Nos.12,13,14pt.Res.No.3/10 

housingfordishousedisproposedto beredesignatedasEconomically WeakerSectionsHousing. 


EP-48 SanctionedasproposedunderSection 

31(1). 


EP-49M-3/4 


S.No.33/A/7/8/9Industrial 

Zone. 


S.No.33/A/7/8/9isproposed 

tobeincludedinResidential Zone. 


S.No.33/A/7/8/9IndustrialZoneisEP-49 

purposedtobeincludedinResidentialSanctionedasproposedunderSection Zone. 

31(1). 


SCHEDULE“A”-contd. 


SectorNo.3-contd. Village-Dapodi-contd. 


EP-50 


M-3/5 


S.No.85/A/1/A/2,3,4,Res. 

No. 
3/ 
37Swimming 
Pool 
and 
Gymnasium 
. 


S.Nos.85/A/1/A/2,3,4,Res. 

No 
.3 
/37is 
proposedtobe keptfordevelopmentby TrailokyaBoudha Mahasangha. 


S.Nos.85/A/1/A/2,3,4landtowardsEP-50 WestsidefromRes.No.3/37Sanctionisrefusedtotheproposalunder SwimmingPoolandGymnasiumisSection31(1).Site3/37"Swimming proposedtobekeptfordevelopmentPoolandGymnasium"isreinstated byTrailokyaBoudhaMahasangh.asperpublishedplanunderSection 

26. 


EP-51M-3/6 


Res.No.3/27FireStationand 

Res.No.3/24,TownHall. 


ReservationofFireStationis 

proposedtoberelocatedat TownHallreservationand landunderFireStationas publishedunderSection26 
is 
proposedtobeincluded inResidentialZone. 


ReservationNo.3/27ofFireStationis 

proposedtoberelocatedatTownHall reservationandlandunderFireStation aspublishedunderSection26is proposedtobeincludedinResidential Zoneasshown 
on 
plan 
. 


EP-51 Sanctionisrefusedtotheproposalunder 

Section31(1).Site3/27"FireStation" andSiteNo.3/24“TownHall”is reinstatedasperpublishedplan underSection26. 


EP-52M-3/7 


S.No.72,Res.No.3/35Slum 

RehabilitationSite(7.97H.). 


8gunthaarealandisproposed 

tobekeptforAhilyadevi SahayataSevaSanghfrom Res.No.3.35inS.No.72. 


S.No.72,Res.No.3/35Slum 

Rehabilitation 
Site( 
7.97 
H.)-areaof 8gunthalandisproposedtobekept forAhilyadeviSahayataSevaSangh fromRes.No.3/35inS.No.72. 


EP-52 Sanctionisrefusedtotheproposalunder 

Section31(1).Site3/35"Slum Rehabilitation”Site(7.97H.)is reinstatedasperpublishedplan 
under 
Section 
26 
. 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी , गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 


EP-53M-3/8 


Res.No.3/21TelecomCenter.ReservationisproposedtobeRes.No.3/21TelecomCenteris 

deletedandlandsoreleasedproposedtobedeletedandlandso isproposedtobeincludedreleasedisproposedtobeincluded inResidentialZone. 

in 
Residential 
Zone 
. 


EP-53 SanctionedasproposedunderSection 

31(1). 


SectorNo.4 Village-Wakad 


EP-54 


M-4/G-1 


Res.No.4/1SSP. 


ReservationisproposedtobeReservationNo.4/1SSPisproposedto changedtoPark. 

bechangedtoPark. 


EP-54 SanctionedasproposedunderSection 

31(1).Thesiteisredesignatedas Garden. 


EP-55 


M-4/G-2 


S.No.164/2,Res.No.4/9Fire 

Station. 


Reservationisproposedtobe 

deleted. 


S.Nos.164/2,Res.No.4/9FireStation 

isproposedtobedeletedandland soreleasedisproposedtobe includedinResidentialZone. 


EP-55 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/9"Fire 
Station 
” 
is 
reinstatedas 
per 
published planunderSection26. 


EP-56 


M-4/G-3 


EP-57M-4/1 


S.Nos.111,112and122,Res.ReservationisproposedtobeEast-SouthcornerofRes.No.4/38EP-56 No.4/38TruckTerminusanddeleted. 

having2Hect. 
areais 
proposed 
to 
be 
Sanctionis 
refused 
to 
theproposalunder parking. 

reservedforPMPMLDepotasRes.Section31(1). No.4/38AandAppropriateAuthoritySiteNo.4/38isreinstatedasper forthisRes.No.4/38AshallbepublishedplanunderSection26with 
PMPML 
. 
Remaining 
area 
fromRes.designationasTruckTerminus, No.4/38isproposedtobeincluded ParkingandPMPMLDepot."The 
in 
ResidentialZone 
as 
shown 
on 
plan.AcquiringAuthorityshallbePCMC. 

TheMunicipalCommissionershall decidetheappropriatelocationof2,00 hectaresareaforPMPMLDepotin 

thissite. IndustrialZone,S.Nos.113,112AreaunderIndustrialZoneisS.Nos.113,112etc.AreaunderEP-57 etc. 

proposedtobeincludedinIndustrialZoneisproposedtobeSanctionisrefusedtotheproposalunder ResidentialZone.includedinResidentialZone. 

Section 
31 
( 
1 
) 
.Zoning 
of 
S 
. 
Nos. 
113 
, 112etc.isreinstatedasIndustrial Zoneasperpublishedplanunder 

Section26. S.Nos.45,46,Res.No.4/13ReservationareaunderS.No.ReservationareaunderS.No.45isEP-58 OctroiPost. 45isproposedtobedeleted.proposedtobedeletedandlandsoSanctionisrefusedtotheproposalunder 

releasedisproposedtobeincludedSection31(1). 
inResidential 
Zonefrom 
Res. 
No 
. 

SiteNo.4/13“OctroiPost”isreinstated 4/13. 

aspeerpublishedplanunderSection 26. 
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EP-58M-4/G-5 


EP 
- 
59 
M 
- 
4 
/ 
5 


Water 
body 
. 


AreashownasWaterbodyis 

proposedtobeincludedin ResidentialZone. 


AreashownasWaterbodyisproposed 

tobeincludedinResidentialZone. 


EP-59 SanctionedasproposedunderSection 

31(1).AreaofS.No.71/1shownas waterbodyisincludedinResidential ZoneexcludingnalaareatotheWest sideofS.No.71/1. 


EP-60M-4/G-1Res.No.4/G-1SSP. 


Res.No.4/1,SSPisproposedRes.No.4/1,SSPisproposedtobeEP-60 toberedesignatedasPark.redesignatedasPark. 

AsperEPNo.54. 


016 


SCHEDULE“A”-contd. 


96 


1 


2 


3 


SectorNo.4-contd. 


Village-Punawale 


EP-61M-4/8 


ReservationNo.4/50Garden. 


ProposedtoberedesignatedasReservationNo.4/50GardenProposed PrivateGarden. 

tobeRedesignatedasPrivate Garden. 


EP-61 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/50"Garden" isreinstatedasperpublishedplan underSection26. 


EP-64M-4/11 


ReservationNo.4/53Telecom 

Center. 


Reservationisproposedtobe 

deletedandlandisproposed tobeincludedinResidential 


ReservationNo.4/53TelecomCenteris 

proposedtobedeletedandlandso releasedisproposedtobeincluded inResidentialZone. 


EP-64 Sanctionisrefusedtotheproposalunder 

Section31(1).Site4/53“Telecom Center 
"is 
reinstatedas 
per 
published planunderSection26. 


Zone 
. 


EP-65M-4/12 


ReservationNo.4/75Burial50percentareaofreservation Ground. 

isproposedtobedeleted 
and 
included 
in 
Green 
Zone andremainingareais proposedtoberedesignated asCremationGround. 
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EP-66 


M-4/6-6 


S.No.23ResidentialZoneand Waterbody,S.No.24Green Zone. 


50percentareaofreservationtowardsEP-65 

Southersideisproposedtobe50percentareaofNorthernsideofSite deletedandincludedinGreenZoneNo.4/75isre-designatedas andremainingareaisproposedtobe"CremationGround”SiteNo.4/75A redesignatedasCremationGround.andremaining50percentarea 

towardsSouthsideisre-instatedas 

“BurialGround”asshownonPlan. 26Hect.AreaofS.No.23ResidentialEP-66 

Zoneandwaterbody,S.No.24Green26Hect.AreaofS.No.23(Residential ZoneexcludingD.P.roadisproposedZoneandwaterbody),S.No.24 tobereservedfor SolidWaste(GreenZone)excludingD.P.roadis 
Management 
Project 

. 

reservedfor SolidWaste 

Management 
Project 

. TheBufferZonearoundtheSolidWaste 

ManagementProjectSiteisrestricted to100mtrs.This100mtrs.Buffer ZoneareashallformpartofSolid WasteManagementProject Reservation.Thelanduseandthe proposalsinthelandsoreleasedfrom theremainingBufferZoneshallbeas pertheplansubmittedunderSection 30ofthesaidAct. 


26Hect.AreaofS.Nos.23and 

24excludingD.P.roadis proposedtobereservedfor SolidWasteManagement 


EP-67 


- 


Residential 

Reservation. 


Zone 


andResidentialZoneandTheboundaryofSEZaspertheformalEP-67 Reservation. 

approvalofCentralGovernmentisi)Sanctionisrefusedtoshownthe shownonDP.SomepartofthisSEZboundaryofSEZaspertheformal fallsin500mtrs.BufferZonetobeapprovalofCentralGovernment. keptaroundtheproposedSolidii)Waterbodyshownonthepartarea WasteManagementProject.ofS.Nos.117and118isdeletedand Necessaryclearance/Noobjectionlandthereunderisincludedin fromtheCompetentAuthorityshallResidentialZone.Remaining berequiredtobeobtainedforthis proposalsandthelandusewithin 
SEZ 
inthis 
context. 
The 
areashownsuchboundaryshallbeasperthe asWaterbodywithintheSEZareapublishedplanunderSection26. isproposedtobeincludedin ResidentialZone.DPreservations androadsintheproposedSEZarea canbedevelopedwiththeapprovalof Commissioner,PCMC.Incasethe proposalofSEZisnotimplemented, theDPproposalsshallprevailforthis 

area. 

Village-Ravet S.No.74isproposedtobeS.No.74,IndustrialZoneisproposedEP-68 

deletedfromIndustrialZonetobedeletedfromIndustrialZoneandSanctionisrefusedtotheproposalunder andtobeincludedinto proposedtobeincludedinResidential Section31(1).ZoningofS.No.74is ResidentialZone.Zone. 

reinstatedasIndustrialZoneasper publishedplanunderSection26. 


EP 
-68M 
- 
4 
/ 
13 


S 
. 
No 
.74Indistrial 
Zone 
. 
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EP-69M-4/14 


S.No.95,Res.No.4/93TownReservationofTownHallinReservationNo.4/93ofTownHallinS.EP-69 

Hall,S.No.96,Res.No.S.No.95isproposedtobeNo.95isproposedtoberelocatedinSanctionisrefusedtotheproposalunder 4/99WaterTreatmentPlant,relocatedinS.No.96and S.No.96,andlandsoreleasedfromSection31(1).SiteNo.4/93-"Town 4/101,PrimarySchool,41landsoreleasedfromS.No.S.No.95isproposedtobeincludedHall”isreinstatedasperpublished 102,EconomicallyWeaker95isproposedtobeinResidentialZone. 

planunderSection26. Sectionshousing. 

includedinResidentialZone. 


EP-70M-4/15 


Res.No.4/96SecondaryRes.No.4/96SecondaryResNo.4/96SecondarySchoolisEP-70 School. 

SchoolisproposedtobeproposedtoberestricteduptotheSanctionisrefusedtotheproposalunder restricteduptotheboundaryboundaryofRes.No.4/97GardenSection31(1).SiteNo.4/96 ofRes.No. 
4 
/ 
97Gardenand 
and 
landsoresealedisproposedto 
" 
Secondary 
School”isreinstated 
as landsoreleasedisproposedbeincludedinResidentialZone. 

perpublishedplanunderSection26. tobeincludedinResidential Zone. 


१९ 


SCHEDULE“A”-contd. 


SectorNo.4-contd. 


Village-Ravet-contd. 


EP-71M-4/17 


EP-72 


- 


Res.No.4/78SwimmingPoolReservationofSwimmingPoolReservationNo.4/78ofSwimmingPoolEP-71 cumGymnasium 

cumGymnasiumisandGymnasiumisproposedtobeSanctionisrefusedtotheproposalunder proposedtoberelocatedatrelocatedatinS.No.4asshownonSection31(1).SiteNo.4/78 NorthsideofRes.No.4/77 planandlandsoreleasedisproposed"SwimmingPoolcumGymnasium"is inS.No.4andlandsotobeincludedinGreenZone. 

reinstatedasperpublishedplan releasedisproposedtobe 

underSection26. includedinGreenZone. GreenZonealongRiverPawna.GreenZone. 

ForvillageRavet,theareafallingbeyondEP-72 

theflood 
linemarkedin 
red 
and 
whichSanction 
isrefused 
totheproposalunder isshownintheGreenZoneintheSection31(1).(Zoningofland”is planpublishedunderSection26isreinstatedasperpublishedplan proposedtobeincludedinResidentialunderSection26. 

Zone 
as 
shown 
on 
map 
. Village-Kiwale 
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EP-73 


M-4/18 


BoundaryofDehuroadBoundaryofDehuroadCantonmentEP-73 

CantonmentBoardisBoardisshowncorrectlyasshownSanctionedasproposedunderSection proposedtobeshownonplan. 

31(1)asshownonplan. 
properly 
. Reservationisproposedtoberes.No.4/128,TrafficIslandisproposedEP-74 

tobedeletedandlandsoreleasedisSanctionedasproposedunderSection 
is 
included 
in 
GreenZone 
. 
included 
in 
Green 
Zone 
. 

31(1).asshownonplan. 


EP-74 


M-4/21Res.No.4/128,TrafficIsland. 


dele 


EP-75 


M-4/22Res.No.4/160,Slum 

Rehabilitation 
Site 
(6 
.20 
H 
.) 
. 


ReservationareaisproposedtoRes.No.4/160,SlumRehabilitationSite 

berestrictedto0.85Hect. (6.20H.)areaisrestrictedto0.85 andremainingareaisHect.andremainingareaisincluded proposedtobeincludedin inResidentialandIndustrialZone. ResidentialandIndustrial 

Zone. ReservationisproposedtobeRes.No.4/157Gardenisproposedto 

delatedandlandsoreleasedbedeletedandlandsoreleasedis isproposedtobeincludedproposedtobeincludedinGreen inGreenZone. 

Zone. 


EP-75 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/160,"Slum RehabilitationSite"(6.20H.).is reinstatedasperpublishedplan 

underSection26. EP-76 Sectionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/157 "Garden"isreinstatedasper publishedplanunderSection26. 


EP-76 


M-4/23Res.No.4/157Garden. 


EP 
- 
77 


M- 
4 
/ 
25 
S 
.No 
. 
91 
Green 
Zone 
. 


100M.StripofS.No.91along100MStripofS.No.91GreenZoneEP-77 

theRiversideisproposedtoalongtheRiversideisproposedtoSanctionisrefusedtotheproposalunder beretainedinGreenZoneberetainedinGreenZoneandSection31(1).Landusezoneis andremainingareasoremainingareasoreleasedisreinstatedasperpublishedplan releasedisproposedtobeproposedtobeincludedinResidentialunderSection26. 

includedinResidentialZone. Zone. AppropriateAuthorityisRes.No.4/119,EconomicallyWeakerEP-78 proposedtobeasMHADA.SectionsHousing,AppropriateSanctionedasproposedunderSection 

Authorityisproposedtoberetained31(1). asPCMC. 


EP-78 


M-4/27Res.No.4/119,Economically 

Weaker 
Sections 
Housing 
, AppropriateAuthorityPCMC. 


EP-79 


M-4/28Res.No.4/107,Slum 

RehabilitationSite(7.17H.) 


Openareaunderreservationis 

proposedtobedeletedand landsoreleasedisproposed tobeincludedinResidential Zone. 


OpenareaunderRes.No.4/17,SlumEP-79 

RehabilitationSite(7.107H.)isSanctionisrefusedtotheproposalunder proposedtobedeletedandlandsoSection31(1). releasedisproposedtobeincludedSiteNo.4/107,“SlumRehabilitationSite" 
in 
Residential 
Zone 
. 

( 
7 
. 
17 
H 
.) 
isreinstated 
as 
per 

publishedplanunderSection26. 0.20H.areaisretainedforRes.No.EP-80 

4/134OctroiPostandremaininglandSanctionisrefusedtotheproposalunder isproposedtobeincludedinC-2Section31(1).SiteNo.4/134"Octroi Zone. 

Post” 
is 
reinstated 
asperpublished planunderSection26. 


EP-80 


M-4/29Res.No.4/134OctroiPost0.20H.areaistobeproposed (0.80H.). 

forOctroiPostandremaining landisproposedtobe includedinC-2Zone. 
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EP-81 


M-4/30Res.No.4/127OctroiPost 

(0.40H.). 


0.10H.areaisproposedtobe 

keptforOctroiPostand remaininglandisproposed 
tobe 
includedin 
Residential Zone. 


0.10H.areaiskeptforRes.No.4/127 

OctroiPostandremaininglandis proposedtobeincludedinResidential 
Zone 
. 


EP-81 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/127“Octroi Post"isreinstatedasperpublished planunderSection26. 


EP-82 


- 


S.No.1,ResNo.4/151Primary 

School(0.40H.). 


AreaofWellisproposedtobeAreaofexistingWellisproposedtobe deletedfromreservation.deletedfromS.No.1,Res.No. 

4 
/ 
151 
Primary 
School 
( 
0 
. 
40 
H 
. 
). 


EP-82 Sanctionisrefusedtotheproposalunder 

Section31(1).Site4/151"Primary School" 
( 
0. 
40H 
. 
) 
is 
reinstated 
asper publishedplanunderSection26. 


EP-83 


M-4/G-7S.No.75,Res.No.4/130OctoiReservationisproposedtobe 
Post 
( 
0 
. 
80 
H 
. 
) 
. 

deletedandlandsoreleased isproposedtobeincluded inResidentialZone. 


AreafromReservationNo.4/130is 

proposedtobepartlydeletedin S.No.75asshownonplanandland soreleasedisproposedtobe includedinResidentialZone. 


EP-83 Sanctionisrefusedtotheproposalunder 

Section31(1).SiteNo.4/130“Octroi Post”isreinstatedasperpublished planunderSection26. 


bc 


SCHEDULE“A”-contd. 


1 


2 


3 


EP-84 


EP-85 


SectorNo.4-contd. 

Village-Kiwale-contd. M-4/G-8S.No.77,Res.No.4/132ReservationsOctroiPostisReservationofS.No.77,Res.No.41EP-84 

OctroiPost(0.80H.),Res. proposedtobedeletedand132OctroiPostisproposedtobeSanctionisrefusedtotheproposalunder No.4/131Hospital(2.52H.) areaofHospitalisproposeddeletedandareaofRes.No.4/131Section31(1).SiteNo.4/132is 

tobereducedto0.80H.andHospital(2.52H.)isproposedtobe reinstatedasperpublishedplan remaininglandsoreleasedreducedto0.80H.andremaining underSection26andredesignated isproposedtobeincludedlandsoreleasedisproposedtobeas“OctroiPost/Municipalpurpose". inResidentialZone. 

includedinResidentialZone. M-4/G-9S.No.19,Res.No.4/158RetailReservationsareproposedtobeS.No.19,Res.No.4/158RetailMarketEP-85 

Market(0.10H.)andRes.deletedandlandsoreleased(0.10H.)andRes.No.4/159ParkingSanctionisrefusedtotheproposalunder No.4/159Parking(0.50H).isproposedtobeincluded(0.50H.)areproposedtobedeletedSection31(1).Site4/158“Retail 
in 
Residential 
Zone 
. 

andlandsoreleasedisproposedtoMarket")0.10H.)andsiteNo.4/159 beincludedinResidentialZone. 

"Parking"(0.50H.)arereinstatedas 

perpublishedplanunderSection26. 

Village-Mamurdi M-4/32 

BoundaryofDehuroadBoundaryofDehuroadCantonmentEP-86 

CantonmentBoardisBoardisshowncorrectlyonplan.SanctionedasproposedunderSection proposedtobeshown 

31(1)asshownonplan. properly. - 

Floodlines(RedandBlue)areTheDevelopmentintheareafallinginEP-87 

shownonDPasgivenbythethefloodlines 
willbegovernedasTheDevelopmentinthe 
areafallingin IrrigationDept.submittedbyfollows: 

thefloodlineswillbegovernedas 
PCMC 
to 
Government 
. 

follows: 1 
)Area 
fallinginBlueline( 
excluding 

1)Areafallinginwithinbankofriverand Gaothan)isproposedtobekeptas 

BluelineasshownonDevelopment No.DevelopmentZone.However,the 

Plan(excludingGaothan)isdefined reservationsofopenuserslike 

as"ProhibitedZone”.However,the Garden,PlayGround,Cremation 

reservationsofopenuserslike Ground,BurialGround,Roads, 

Garden 
, 
Play 
Ground 
, 
Cremation Sewerage,Watersupplyetc.are 

Ground,Sewerage,WaterSupply allowedinBlueline.IntheGaothan 

etc.areallowedinthisProhibited areafallinginBlueline,construction/ 

Zone.IntheGaothanareafallingin redevelopmentwillbeallowedonly 

bluelineconstruction/redevelopment afterthepriorpermissionofIrrigation 

shall 
be 
allowed 
only 
after 
theprior Departmentonthetermsand 

permissionofirrigationdepartmenton conditionsasspecifiedbythem. 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३०, २०१५ /पौष ३ - ९ , शके १९३७ 


EP-86 


EP-87 


2)FortheareafillinginbetweenBluethetermsandconditionsasspecified 

andRedline,thedevelopmentwill bythem. beallowedbyimposingthe2)FortheareafallinginbetweenBlue conditionofprovidingstilt.However,andRedlineisdefinedas“Restrictive 
construction/redevelopment 
in 
this Zone".Thedevelopmentwithinthis areawillbeallowedonlyaftertheRestrictiveZoneshallbeallowedby priorpermissionofIrrigation providingstils.However,construction Departmentonthetermsandredevelopmentinthisareashallbe conditionsasspecifiedbythem.allowedonlyafterthepriorpermission 

ofirrigationdepartmentontheterms 

andconditionsasspecifiedbythem. SCHEDULE“A” SubstantialModificationspublishedbyGovernmentunderSection31(1)of 

MaharashtraRegionalandTownPlanningAct,1966 AppendedtoGovernmentNotificationNo.TPS-1812/RECONNo.27/12/UD/13,DT02-03-2015 


EP No. 


ProposalaspertheDraftDevelopment PlanpublishedunderSection26ofM. 

R.andT.P.Act,1966 


Proposalasperthesubmit- tedDraftDevelopmentPlan underSection30ofM.R. 

andT.P. Act,1966 


DescriptionofProposedSubstantial ModificationPublishedunderSection 

31(1)ofthe MRandTPAct,1966 


DescriptionofProposedSubstantial Modification 
Published 
byGovern mentunderSection31(1)ofthe 

MR 
and 
TP 
Act 
, 
1966 
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SectorNo.4-contd. Village-Talwade 


EP-88 


Res.No.1/73,UniversitySubCenter 

(21.63H.). 


2.00H.areaisproposedtobe 

reservedforPMPML(Depot) andforthesameappropriate authorityisproposedtobe 
PMPML 
. 


2.00H.areaisproposedtobereserved 

asRes.No.1/73AforPMPML (Depot)andforthesameAppropriate AuthorityisPMPML. 


EP-88 SanctionedasproposedunderSection 

31(1). 


EP-89 


S.No.1,Gairan,Res.No.1/49SolidRes.No.1/54isproposedto 

Wastetransfersite(1.00H.),1/50berelocatedatNorthsideof ElevatedServiceReservoir(0.50H.),1/ Res.Nos.1/54,1/55,1/57 51SwimmingPool-cum-GymnasiumandRes.No.1/52M.P.and (1.00H.)1/52MunicipalPurpose(14.00 
Res 
. 
No 
.1 
/ 
53 
G 
. 
is 
proposed H.),1/53Garden(8.40H.),1/54toberedesignatedas Deer PrimarySchool(0.40H.),1/55Police Park . Station(0.05H.)1/56EngineeringStore (0.10H.),1/57FireStation(0.40H.). 


Res.No.1/54isrelocatedatNorthsideEP-89 

ofRes.Nos.1/54,1/55,1/57andTheSiteNo.1/51"SwimmingPoolcum Res.No.1/52M.P.andRes.No.1/Gymnasium"isrelocatedatNorth 53G.isproposedtoberedesignatedsideofSiteNos.1/54,1/55,1/57. as DeerPark . 

SiteNo.1/52MunicipalPurposeandSite 

No.1/53Gardenisredesignatedas 
" 
Deer 
Park 
/ 
Zoo 
Park 
" 
. 


SCHEDULE"A"-contd. 


8C 


5 


EP-90 


GatNo.1399,Res.No.1/107Slum 

RehabilitationSite(1.79H.). 


SectorNo.4-contd. 

Village-Chikhali ReservationisproposedtobeGatNo.1399,Res.No.1/107Slum deleted. 

RehabilitationSite(1.79H.)is proposedtobedeletedandlandso releasedisproposedtobeincluded inResidentialZone. 


EP-90 (i)Sanctionedasproposedunder 

Section31(1). (ii)Correctionshallbemadetostrike 

outGatNo.1399fromplanasshown onplan. 


Village-Moshi 


EP 
- 
91 


Res 
. 
No 
. 
1 
/ 
205 
Parking( 
1 
. 
00H. 
) 
. 


0.60H.areaisproposedtobe 

reservedforPMPML (parking)andAppropriate Authorityisproposedtobe PMPML. 


0.60H.areaisreservedforPMPMLEP-91 

(parking)asResNo.1/205AandforSanctionisrefusedtotheproposalunder thesameAppropriateAuthorityisSection31(1).Inviewofthedecision proposedtobePMPML. 

mentionedatEPNo.25the proposalsunderSection26are reinstated. 


EP-92 


Res.No.1/189MunicipalPurpose 

(8.00H.). 


2.00H.areaisproposedtobe 

reservedforPMPML(Depot) andAppropriateAuthorityis proposedtobePMPML. 


2.00H.areaisreservedforPMPMLEP-92 

(Depot)asRes.No.1/189AandforSanctionedasproposedunderSection thesameAppropriateAuthorityshall31(1) bePMPML. 
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EP-93 


SolidWasteManagementwithBufferZone 

asperM-1/G-11. 


PreviouscommitmentaboutAroundtheproposedMoshiSolidWasteEP-93 

developmentpermissionManagementProject,500mtrs.BufferTheBufferZonearoundtheSolidWaste grantedbyPCMCIZoneisproposed.RestrictionsformanagementProjectisrestrictedto AppropriateAuthoritywithindevelopmentwithinBufferZoneshall 100mtrs. BufferZone(500mtrs.) beapplicable.PreviouscommitmentsTheBufferZonearoundtheSolidWaste aroundproposedMoshiSolidifanyregardingdevelopmentManagementProjectSiteisrestricted WasteManagementProjectpermissiongrantedbyPCMCI to100mtrs.this100mtrs.Buffer tobehonouredandAppropriateAuthoritywithinBufferZoneareashallformpartofSolid restrictionsfornewZoneshallbehonouredonmerit.WasteManagementProject developmentwithinbufferBufferZonerestrictionsshallalsobe Reservation.Thelanduseandthe zoneshallbeapplicable. applicablefornewdevelopmentonproposalsinthelandsoreleasedfrom previouslydevelopedsite. 

theremainingBufferZoneshallbeas pertheplansubmittedunderSection 
30 
of 
the 
said 
Act 
. 


EP-94 


EP 
- 
95 


EP-96 


Village-Dudulgaon GatNos.50,56(pt.)Res.No.1/240OctroiAsperthesiteconditionandFootNoteisproposedtobeaddedasEP-94 Post(0.40H.).thelandrecords,thebelow. 

Sanction 
is 
refused 
tothe 
proposal 
under reservationfallsinGatNo. Theboundariesofreservationsaretobe 

Section31(1). 50only. 

finalizedbytheCommissionerPCMC withoutchangingtheareaof reservationandtakinginto considerationthelandrecordsaswell 

assitecondition. 

Village-Wadmukhwadi Res. 
No 
. 
2 
/41 
Parking 
( 
4.65 
H 
. 
). 

2.00H.areaisproposedtobe2.00H.areaisproposedtobereservedEP-95 

reservedforPMPMLforPMPML(parking)asRes.No.SanctionedasproposedunderSection (parking)andAppropriate2/41-AandforthesameAppropriate-31(1). AuthorityisproposedtobeAuthorityisproposedtobePMPML. PMPML. 

Village-Charholi S.Nos.129,130ResidentialZone. 1.43H.areaofamenityin1.43H.areaisproposedtobereservedEP-96 

sanctionedlayoutisforPMPML(Depot)asRes.No.SanctionedasproposedunderSection proposedtobereservedfor2/114-AandforthesameAppropriate 31(1). PMPML(Depot)andAuthorityisPMPML. AppropriateAuthorityis 

proposedtobePMPML. S.No.33GreenZone. 

ThelandinS 
.No 
.33is 
takenthelandinS 
.No. 
33isproposedto 
beEP-97 

inadvancepossessionbyreservedforSewageTreatmentPlant SanctionedasproposedunderSection the 
PCMC 
for 
SewageasRes.No.2/93-Aandthe30mtrs.31(1). Treatmentplantandwideroadisproposedalongthe thereforelandisproposedto 
existing 
road 
as 
shown 
on 
plan 
. bereservedforSewage TreatmentPlant. 

Village-Dapodi Res.No.3/15Garden,Res.No.3/25BusNorth-South12.00mtrs.wideNorth-South12.00mtrs.wideroadisEP-98 Terminus. 

roadisproposedinRes.No.proposedinRes.No.3/15and SanctionedasproposedunderSection 3/15and12.00wideroadis12.00mtrs.wideroadisproposedto 

31 
( 
1 
) 
. proposedtobeinRes.No. 
be 
in 
Res 
. 
No 
.3 
/ 
25along 
Railway 3/25alongRailwayboundaryboundarytohaveproperlinkagewith tohaveproperlinkagewith30.00mtrs.DProad. 30.00mtrs.DProad. 
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EP-97 


EP-98 


hc 


SCHEDULE“A”-contd. 


1 


2 


3 


EP- 
99 


Res.No.4/38TruckTerminusandParking 

(6.31H.). 


Sector 
No 
. 
4 
- 
contd 
. 

Village-Wakad 2.00H.areaisproposedtobe 
2. 
00H.area 
isproposedtobereserved 

reservedforPMPML(Depot)forPMPML(Depot)asRes.No. atEast-Southcornerand4/38AatEast-Southcornerand AppropriateAuthorityas 
AppropriateAuthorityis 
proposedto proposedtobePMPML.bePMPML. 


EP-99 DecisionasperEP-56. 


EP-100Res.No.4/19EconomicallyWeakerAppropriateAuthorityis SectionsHousing. 

proposedtobePCMC. 


AppropriateAuthorityisPCMC. 


EP-100 SanctionedasproposedunderSection 

31 
( 
1 
) 
. 


EP-101 SanctionedasproposedunderSection 

31(1). 


Village-Punawle EP-101Res.No.4/64Parking(0.50H.)Res.No.TheRes.No.4/63isproposedTheRes.No.4/63isproposedtobe 4/63BusStand(0.20H.). 

toberedesignatedasredesignatedasparkingandRes.No. ParkingandRes.No.4/644/64isredesignatedasBusStand isproposedtobeforPMPMLandforBusStand redesignatedasBusStandAppropriateAuthorityisproposedto forPMPMLandforBusbePMPML. Stand,AppropriateAuthority 

isproposedtobePMPML. EP-102SolidWasteManagementM-4/G-6.BufferZone(500mtrs.)aroundBufferZone(500mtrs.)aroundproposed 

proposedPunawaleSolidPunawaleSolidWasteManagement WasteManagementProject Projectasproposedasshownon tobeshown. 

plan. 
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EP-102 TheBufferZonearoundtheSolidWaste 

ManagementProjectSiteisrestricted to100mtrs.This100mtrs.Buffer ZoneareashallformpartofSolid WasteManagementProject 
Reservation 
. 
The 
landuse 
and 
the proposalsinthelandsoreleasedfrom theremainingBufferZoneshallbeas pertheplansubmittedunderSection 30ofthesaidAct. 


Village-Kiwle 


EP 
-103 
Res 
.No.4 
/129 
Parking 
(0 
.93 
H 
.) 
. 


0.40H.areatowardsnalais 

proposedtobereservedfor PMPML(parking)and AppropriateAuthorityas proposedtobePMPML. 


0.40Hareatowardsnalaisproposedto 

bereservedforPMPML(parking)as Res.No.4/129Aandforthesame AppropriateAuthorityisproposedto bePMPML. 


EP-103 SanctionedasproposedunderSection 

31(1). 


EP-104Res.No.4/19EconomicallyWeakerAppropriateAuthorityis SectionsHousing. 

proposedtobePCMC. 


AppropriateAuthorityisproposedtobe 

PCMC. 


EP-104 SanctionedasproposedunderSection 

31(1). 


EP-105BoundaryofDehuroadCantonmentBoard 

isshownproperlyS.No.22isadded. 


ReservationsNo.4/111ESR 

(0.50H.)and4/121 SecondarySchool(1.80H.) areproposedtoberelocated 
in 
S 
.No 
. 
22 
and 
new 
12 
. 
00 mtrs.wideroadareproposed tolinktheotherroadsandto haveapproachtoreservation. AlsoGreenBeltisproposed alongwithnalaand remainingareaofS.No.22 isproposedtobeincluded inResidentialZoneandDue toCantonmentboundary Res.No.4/108OPis proposedtobeshiftedat Southernside. 


ReservationsNo.4/111ESR(0.50H.)EP-105 

and4/121SecondarySchool(1.80SanctionedasproposedunderSection H.)arerelocatedinS.No.22and 

31(1). new12.00mtrs.wideroadare proposedtolinktheotherroadsand tohaveapproachtoreservation.The areareleasedfromtheRes.No.4/ 121- 
S 
.S 
. 
is 
proposed 
tobe 
partly includedintheResidentialZoneand partlytoberdesignatedas 
Dispensary- 
cum-MaternityHome 
as shownonplan.AlsoGreenBeltis proposedalongnalaandremaining areaofS.No.22isproposedtobe includedinResidentialZoneandDue toCantonmentboundaryRes.No.4/ 108OPisproposedtobeshiftedat 
Southern 
sideas 
shown 
onmap. 
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Village-Mamurdi 


EP-106Res 
.No 
.4/163 
EconomicallyWeakerReservationisproposedtobereservation 
isproposedtobeshiftedin SectionHousing. 

shiftedinS.No.7andS.No.7andGaothanduetoexisting GaothanduetoexistingExpressWay. ExpressWay. 


EP-106 SanctionedasproposedunderSection 

31(1). 


EP 
- 
107 
Express 
Way 
. 


InKiwleandMamurdiExpress 

WayshownonDPandon siteisdifferent. 


Footnote-ThealignmentofExpressWay 

existingonsiteinvillageKiwleand 
Mamurdi 
shall 
be 
considered 
while inalizingthealignmentofadjoining roadsandboundariesofreservations. 


EP-107 SanctionedasproposedunderSection 

31(1). 


C 


SCHEDULE“A” SubstantialModificationspublishedbyGovernmentunderSection31(1)of 

MaharashtraRegionalandTownPlanningAct,1966 AppendedtoGovernmentNotificationNo.TPS-1812/CR-58/RECONNo.27/12/UD-13,DATED02-03-2015 


EP No. 


Modifica-Proposalasperpublished tionNo.PlanunderSection26ofM. 

R.andT.P. Act,1966. 


Proposalaspersubmitted 

Planforsanctionunder Section30ofM.R.andT. 

P.Act,1966. 


Proposedsubstantialmodifications madebyGovt.underSection30(1) 

ofMRandTPAct1966vide AddendumNo.TPS-1808/894/CR 1727/08/UD-13,dated27/10/2009. 


DecisiononsubstantialModifications 

PublishedbyGovernmentunder Section31(1)ofMRandTPAct 

1966. 
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SectorNo.4-contd. 


EP-108 


Talawade12. 
0mtrs.wideproposedroad M-1/G-7runninginNorth-South 

directionandpassingthrough GatNo.155,ofvillage Talawade. 


12.0mtrs.wideproposedroad 

runninginNorth-South directionandpassingthrough GatNo. 
155ofvillage Talwade. 


12.0 
mtrs 
. 
wideproposedroadrunningEP-108 

inNorth-SouthdirectionandpassingSanctionedasproposedunderSection throughGatNo.155,ofvillage 31(1). Talwade 
is 
proposedtobe 
deleted andincludedinResidentialZoneas shownonplan. 
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EP-109 


MoshiProposedResidential,18mtrs.ProposedResidential18mtrs. M-1/G-12wideDProad,StadiumSite 

Site 

wideDProad,StadiumSite No.1/204. 

No.1/204. 


EP-109,EP110andEP-111 Sanction 
isrefusedto 
the 
proposalunder 

Section31 
(1) 
.Inview 
ofthedecision mentionedatEPNo.25,the proposalsunderSection26ofthe publishedplanarereinstated. 


90.0mtrs.wideproposedroad,passing 

througholdGatNos.450,457,460,througholdGat 
Nos. 
450 
,457, 
460 
, 646 
,443,445, 
444ofvillage 
Moshi proposedtobeshiftedtowardsSouth sideasshownontheplanandthe reservationsarerealignedasshown ontheplanandthereafterremaining landsfromoldS.No.457,620,442 soreleasedisproposedtobe includedinResidentialZoneasshown 

ontheplan. 
Thealignmentof 
90. 
0mtrs 
. 
wide 

proposedroadtobeshiftedalongthe DefenceRestrictionZonein Wadmukhwadiandlandsoreleased isproposedtobeincludedin 
Residential 
Zone 
and 
180 
.mtrs 
. 
wide 


EP-110Wadmukh-Residential 
Zoneandproposed 

wadi18.0mtrs.wideroadpassing M-2/G-1throughS.Nos.173,174, 

175,176,177,178. 


ResidentialZoneandproposed 

18.0mtrs.wideroadpassing throughS.Nos.173,174, 175,176,177,178 


roadpassingthroughS.Nos.173, 

174,175,176,177,178isproposed tobedeletedduetoshiftingof90.0 mtrs.roadasshownontheplan. 


EP-111 


Chovisa-90.0mtrs.wideproposedroad 

wadipassingthroughtS.Nos.58, M-2/G-159,60etcofvillage 

Chovisawadi. 


90.0mtrs.wideproposedroad 

passingthroughS.Nos.58, 59,60etcofvillage 
Chovisawadi 
. 


90.0mtrs.wideproposedroadpassing 

throughS.Nos.58,59,60etc.of villagechowisavadiisproposedtobe 
deletedand 
land 
soreleased 
is proposedtobeincludedinResidential Zoneasshownontheplan. 


EP-112 


Charholi30.0mtrs.wideproposedroad M-2/G-2passingthroughS.No.228 

ofvillageCharholi. 


30.0mtrs.wideproposedroad 

passingthroughS.Nos.228 ofvillageCharholi. 


30.0mtrs.wideroadpassingthrough 

S.No.228ofvillageCharholiis proposedtobedeletedandlandso releasedisproposedtobeincluded inResidentialZoneasshownonplan. 


EP-112 Sanctionisrefusedtotheproposalunder 

Section31(1).Proposed30mtrs. wideroadpassingthroughS.No.228 
ofvillageCharholi 
is 
reinstatedas 
per planunderSection26. 


EP-113 


Dighi15.0mtrs.wideproposedroad15.0mtrs.wideproposedroad15.0mtrs.wideroadfromS.Nos.72,EP-113 M-2/G-13fromS. 
Nos. 
72,83,84offromS. 
Nos. 
72,83 
84of83,84ofvillageDighiisproposedtoSanctioned 
as 
proposed 
underSection villageDighi.villageDighi. 

bedeletedandlandsoreleasedis31(1). proposedtobeincludedinResidential 

Zone 
as 
shown 
on 
plan 
. DighiExistingroadandAgriculturalExistingroadandAgriculturalAnew12.0wideroadisproposedEP-114 M-2/G-12Zone. 

Zone. 

throughS.Nos.75,76ofvillageDighiSanctionedasproposedunderSection asshownonplan. 

31(1)withcurvatureofroadshallbe asperIRCstandard. 
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EP-114 


EP-115 


DighiThewidthof60.0mtrs.wide M-2/G-11proposedNorth-Southroad 

passingthroughDefence LandofvillageDighi. 


Thewidthof60.0mtrs.wide 

proposedNorth-Southroad passingthroughDefence LandofvillageDighi. 


Thewidthof60.0mwideproposedNorth-EP-115 

SouthRoadpassingthroughDefenceSanctionisrefusedtotheproposalunder LandofvillageDighiisproposedtoSection31(1).Thewidthof60.0 bereducedto30.0mtrs.asshownmtrs.wideproposedNorth-South onplan. 

RoadpassingthroughDefenceLand ofvillage 
Dighi 
is 
reinstated 
as 
per publishedplanunderSection26. 
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1 


2 


SectorNo.4-contd. 


EP-116 


DighiS.No.2ofvillageDighiis M-2/G-15includedinResidentialZone. 


S.No.2ofvillageDighiis 

includedinResidentialZone. 


Anew12.0mtrs.wideroadisproposedEP-116 

throughS.No.2ofvillageDighiasSanctionisrefusedtotheproposalunder shownonplan. 

Section31(1).Zoningisreinstated asperpublishedplanunderSection 26. 


EP-117 


Bopkhel18.0mtrs.wideroadpassing M-2/G-16alongC.M.E.Boundaryof 

villageBopkhel. 


19.0mtrs.wideroadpassing 

alongC.M.E.Boundaryof villageBopkhel. 


Thewidthof18.0mtrs.roadwidepassingEP-117 

alongC.M.E.BoundaryofvillageSanctionisrefusedtotheproposalunder BopkhelisproposedtobereducedSection31(1).Thewidthof18.0m 
to 
12 
. 
0 
mtrs 
. 
as 
shown 
onplan 
. roadwidepassingalongC.M.E. 

BoundaryofvillageBopkhelis reinstatedasperpublishedPlan UnderSection26. 


EP-118 


BopkhelS.No.156Bopkhelisproposed M-2/G-19tobeincludedinpartly 

Residentialandpartly GardenSiteNo.2/152. 


S.No.156Bopkhelisproposed 

tobeincludedinpartly Residentialandpartly GardensiteNo.2/152. 


12.0mtrs.wideproposedroadpassingEP-118 

throughS.No.156ofBopkhelisSanctionisrefusedtotheproposalunder proposedtobedeletedandnewSection31(1).Roadproposalis 
12 
.0 
mtrs. 
wideroadisproposedreinstatedas 
per 
publishedplan alongC.M.E.boundaryasshownunderSection26. onplan. 
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Note:(1)FortheD.P.reservationshavingAppropriateAuthorityasPCMTinthepublishedDP,theAppropriateAuthorityisproposedtobenowPMPML. 

(2)BoundariesofGaothansshallbefinalasshownintherevenuemaps. (3)AstheroadsaresanctionedbytheGovernmentandinthesaidsanction,wherevertheroadaligmentsareshiftedtheadjacentreservationsarealsoshifted 

accordinglywithoutchangingthereservationarea,andduetosuchshiftingtheareasoreleasedshallhavethezoingprevailingintheadjacentarea. (4) 
TheboundariesofS.Nos./Gat 
Nos.shownonD.P 
.are 
to 
beinterpreted 
by 
theCommissioner, 
PCMContaking 
intoconsideration 
thelandrecordsas 
wellas 

sitecondition. 


ByorderandinthenameoftheGovernorofMaharashtra, 

SANJAYSAOJI, 

Under 
Secretary 
, GovernmentofMaharashtra. 
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URBAN DEVELOPMENT DEPARTMENT 

Mantralaya , Mumbai - 400 032 

dated , 4th March 2015 


The Maharashtra Regional and Town Planning Act, 1966 


No. TPS - 1813/ 1883 /CR -408 /E . P . Sanction /UD - 13. — Whereas, the Shirur Municipal Council (District 
Pune ) (hereinafter referred to as " the said Council ") being the Planning Authority for the area under its 
jurisdiction (hereinafter referred to as " the said Planning Authority ") by its Resolution No. 4 (45 ), dated 
3rd September 2002 made a declaration of intention under Section 38 read with sub - section (1) of Section 
23 of the Maharashtra Regional and Town Planning Act, 1966 (Maharashtra Act No. XXXVII of 1966 ) 
(hereinafter referred to as " the said Act ") to revise the DevelopmentPlan of entire area within its jurisdiction 
and the notice of the such declaration was published in Maharashtra GovernmentGazette , Pune Division , 
Part -I, Supplement, dated 7th November 2002 ; 


and whereas, the said Council after carrying out survey of the entire area within its jurisdiction as 
required under Section 25 of the said Act , prepared and published the Revised Draft Development Plan of 
Shirur Municipal Council area vide Resolution No. 1, dated the 17th April 2010 and published a Notice to 
that effect in Maharashtra Government Gazette , Pune Division Supplement, dated the 29th April 2010 at 
pages 1884 and 1885 , in accordance with the provisions of sub -section ( 1) of Section 26 of the said Act for 
inviting objections/suggestions from the general public ; 


and whereas , the said Planning Authority has submitted the said Revised Draft Development Plan 
(hereinafter referred to as " the Second Revised Development Plan ") to the Government of Maharashtra 
for sanction on 25th August 2011 under Section 30 of the said Act after following the procedure as mentioned 
in the said Act ; 


and whereas , Government of Maharashtra has sanctioned the said Second Revised Draft 
Development Plan while excluding the substantialmodificationswhich were published as EP - 1 to EP -22 
(hereinafter referred to as " the said excluded part") for inviting suggestions and /or objections for the general 
public vide Notice No. TPS- 1811/1783 / old CR - 25 / 12 /New CR -77 /EP Publish /UD - 13, dated the 23rd August 
2012 which was published in the Maharashtra Government Gazette , Pune Division Supplement, dated 
24th August 2012 on Pages 13 to 20 and the Deputy Director of Town Planning, Pune Division , Pune was 
appointed as the Officer to give hearing and submit his report to the Government ; 


and whereas, the said Officer after giving hearing in respect of the suggestions and /or objections 
received from the general public , regarding the said Excluded Part No. EP - 1 to 22 has submitted his 
report to the Government vide letter, dated the 14th June 2013 ; 


and whereas , the said Act is further amended and the amendments are published in Maharashtra 
Government Gazette, dated 18th March 2014 and 23rd December 2014 and the amendment to the said 
Act have come into force from 4th October 2013 ; 


३२ 
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and whereas , in accordance with the amended provisions of Section 31 ( 1) of the said Act vide 
Maharashtra Act No. XXXVIII of 2014 which has come into force with effect from 4th October 2013 the 
State Government is required to sanction the said Excluded Part within one year, from the date of receipt 
of the report from the Officer appointed under Section 31 (2 ) of the said Act or from the date one which the 
amended provisions have come into force whichever is later i.e . 4th October 2013 ; 


and whereas , in accordance with the amended provisions of Section 148 - A of the said Act vide 
Maharashtra ActNo. XXXVIII of 2014 , in computing the period in relation to any Development Plan , Regional 
Plan or Scheme under the provisions ofChapter II, III, IV and V of the said Act, the period or periods during 
which any action could not be completed under the said chapters, due to enforcement of any code of 
conduct by the Election Commission of India or the State Election Commission in respect of any election 
shall be excluded ; 


and whereas , such prescribed one year time limits is still in existence excluding the period ofmodel 
code of conducts . 


Now , therefore , in exercise of the powers conferred by sub -section (1) of Section 31 of the said Act 
and all the other powers enabling it in that behalf the Government of Maharashtra , after consulting the 
Director of Town Planning ,Maharashtra State , Pune hereby. — 


(a) Sanctions the said Excluded Part No . EP - 1 to EP - 22 of the said Development Plan as specified 
in the schedule " A " appended hereto ; 


(b ) Fixes the date after onemonth of the publication of this Notification in the Maharashtra Government 
Gazette to be the date on which the said Excluded Part as described in the schedule shall come into 
force . 


( c ) Extend the time limit of sanctioning the said Excluded Part under Section 31 ( 1) of the said Act 
upto the date of this Notification . 


Copy of the Plan showing the aforesaid Excluded Part as sanctioned by the State Government shall 
be kept open for inspection by the general public , during working hours for a period of one year in the office 
of the Shirur Municipal Council (District Pune ) on all working days . 


This Notification shall also bemade available on theGovernment web site atwww .maharashtra . gov.in 
and website of Directorate of Town Planning ,Maharashtra State, Pune www .dtp .maharashtra. gov.in 


Schedule"A" 


SCHEDULEOFSUBSTANTIALMODIFICATIONSSANCTIONEDBYTHEGOVERNMENTUNDERSECTION31(1)OFMAHARASHTRA 

REGIONALANDTOWNPLANNINGACT,1966 AppendedToGovernmentNotificationNo.TPS-1813/1883/CR-408/13/EPSanction/UD-13,date4thMarch2015 Sr.ProposalasperProposalofDraftDevelopmentSubstantialModificationsas 

DecisiononSubstantial No.DraftDevelopment PlansubmittedbyPlanning 

publishedbyGovernment 

ModificationPublishedby PlanpublishedunderAuthoritytotheGovernment 

underSection31(1) 

GovernmentunderSection31 
Section 
26 
of 
the 

forsanctionedunderSectionoftheM.R.andT.P.Act,1966ofM.R.andT.P.Act,1966 M.R.andT.P.Act, 

30oftheM.R.andT.P.Act, 1966 

1966 


M-6 


EP-1 


EP 
- 
1 


EP-1SiteNo.24-"Children s 

Playground" 


(i)Site 
No.24,(Childrens Playground)(i)Northportion 
ofSiteNo.24(Childrens 

Sanctionedasproposedunder isproposedtobedeletedandlandPlayground)isproposedtobedeletedSection31(1)ofM.R.andT.P.Act, thereunderproposedtobeincludedinandincludedinResidentialZoneas1966asshownonPlan. 
Residential 
Zone 
. 

shownonPlan. (ii)Anew3.00mtrs.roadalongEast(i)Anew3.00mtrs.roadalongEast boundaryistobeproposed. 

boundaryproposedbyPlanningAuthority, 

whilesubmittingtheplan,isdeleted. M-7 EP-2 

EP-2 SiteNo.27-‘Garden isproposedtoPartofreservationonNorth-EastsideSanctionedasproposedunder bedeletedandlandthereunderoftheexistingroadpassingthroughSection31(1)ofM.R.andT.P.Act, proposedtobeincludedinResidentialreservation,isproposedtobedeleted1966asshownonPlan. 
Zone 
. 

andincludedinResidentialZoneas 

shownonPlan. M-20EP-3 

EP-3 10GunthasareabelongingtoAreaadmeasuringabout10GunthasSanctionedasproposedunder PanjarpoltotheNorth-EastcornerbelongingtoPanjarpol,totheNorthSection31(1)ofM.R.andT.P.Act, alonghighwayfromthesiteisproposedEastcorneralonghighway,is1966asshownonPlan. tobedeletedfromreservationandlandproposedtobedeletedfrom thereunderproposedtobeincludedinreservationandlandthereunderis 
Residential 
Zone 
. 

proposedtobeincludedinResidential Zone. 
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EP-2SiteNo.27-"Garden" 


EP_3SiteNo.52-"Rural 

Hospital" 
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3 


EP-4 


EP-4ResidentialZonein 

R.S.Nos.307(pt.), 308(pt.). 


EP-4 AreafromR.S.Nos.307(pt.)and308 (pt.)uptoMDR-53isproposedtobe includedin‘Public/Semi-PublicZone asshownonplan. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


M-11 


EP-5 


EP-5 


EP-5ResidentialZone 

adjoiningtoSiteNo. 36-"Garden". 


AreaadjoiningSouth-WestcornerofSanctionedasproposedunder SiteNo.36 Garden asshownintheSection31(1)ofM.R.andT.P.Act, PlanisproposedtobeincludedinSite1966asshownonPlan. No.36 Garden . 


M-21 


EP 
- 
6 


EP-6 


EP-6SiteNo.53-"Primary 

School,HighSchool, Hosteland Playground." 


PortionofSiteNo.53totheEastside(i)North-SouthstriptotheSouthofSanctionedasproposedunder ofHighwayisproposedtobedeletedHighwayisproposedtobedeletedSection31(1)ofM.R.andT.P.Act, andlandthereunderproposedtobefromReservationandincludedin1966asshownonPlan. includedinResidentialZone. 

Residential 
Zoneasshown 
on 
plan 
. (ii)Twopartsofreservationlyingon Southernsideof24mtrs.roadare proposedtoberedesignatedas 

Hostel 
as 
shown 
on 
plan 
. (iii)PartofreservationonNorthern sideof24mtrs.roadisproposedto bereinstatedandredesignatedas "GymnasiumandLibrary”asshown 
on 
Plan 
. (iv)Remainingportionofreservation lyingtowardsWestsiteof AhamednagarHighwayisproposedto beredesignatedas“PrimarySchool, HighSchoolandPlaygroundas shownonplan. 
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EP-7 


Sanctioned 
asproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-8 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-7SiteNo.54-"MunicipalM-22 

EP-7 Purpose." 

SiteNo.54 
-MunicipalPurposeisEasternportion 
having 
areaabout50 proposedtobedeletedandland percentisproposedtobedeletedand thereunderisproposedtobeincludedincludedinResidentialZone.Remaining 
in 
Residential 
Zone 
. 

areaisproposedtobereinstatedand redesignatedfor Libraryand Gymnasium withMunicipalCouncilas 

AppropriateAuthority. EP-8ReservationforHighReservationforHighSchool(SiteNo.EP-8 

School(SiteNo 
. 
14 
)14 
) 
proposedbyTown 
Planning 
Officer proposedbyTowninpre-publishedplanisdeletedandNewreservationisproposedforHigh PlanningOfficerinpre-includedinResidentialZonebythe 

School(NewSiteNo.14)asshown publishedplanisdeletedPlanningAuthoritywhilePublishingtheinPlan. andincludedinplanunderSection26. ResidentialZonebythe PlanningAuthoritywhile Publishingtheplanunder 

Section26. EP-9ReservationforHealthReservationforHealthCenter(SiteNo.EP-9 

Center(SiteNo.66)66)proposedbyTownPlanningOfficer proposedbyTowninpre-publishedplanisdeletedandNewreservationisproposedfor PlanningOfficerinpre-includedinResidentialZonebytheHealthCenter(NewSiteNo.69)as publishedplanisdeletedPlanningAuthoritywhilepublishingtheshowninPlan. andincludedinplanunderSection26. 
ResidentialZone 
by 
the PlanningAuthoritywhile publishingtheplanunder 

Section26. EP.ReservationforPlay-ReservationforPlayground(SiteNo.EP-10 10ground(SiteNo.68)pro-68)proposedbyTownPlanningOfficer 

posedbyTownPlanninginpre-publishedplanisdeletedandNewreservationisproposedfor Officerinpre-publishedincludedinResidentialZonebythePlayground(NewSiteNo.68)as planisdeletedandin-PlanningAuthoritywhilepublishingtheshowninPlan. cludedinResidentialZoneplanunderSection26. bythePlanningAuthority whilepublishingtheplan underSection26. 


EP-9 
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Sanctionedisrefusedtothe proposedunderSection31(1)of M.R.andT.P.Act,1966.Theland useshallbeasperthesubmitted PlanunderSection30ofM.R.and T.P.Act,1966. 


EP-9 


Sanctionedisrefusedtothe proposedunderSection31(1)of M.R.andT.P.Act,1966.Theland useshallbeasperthesubmitted PlanunderSection30ofM.R.and T.P.Act,1966. 
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I 


11 


EP.(i)SiteNo.67 

SwimmingPooland ShoppingCentre. 


(ii)Proposed12.00 mtrs.roadalong South 
-Eastofthesite 
. 


M-27 EP-11 

EP-11 (i)SiteNo.67-SwimmingPooland(i)SiteNo.67-SwimmingPooland(1)Sanctionedasproposedunder ShoppingCentreisproposedtobeShoppingCentreisproposedtobeSection31(1)ofM.R.andT.P.Act, deletedandlandthereunderproposedrelocated,withreducedareaof0.401966asshownonPlan. tobeincludedinResidentialZone.Ha.,onR.S.No.1140asshownon 

plan 
. 
Area 
under 
original 
location 
of SiteNo.67istobeincludedin 

ResidentialZone. (ii)Proposed12.00mtrs.roadalong(ii)12.00mtrs.roadalongSouth-East(ii)RoadalignmentSanctioned South-EastsideofthesiteisproposedsideoftheSiteNo.66isproposedtowithroadwidthreducedto9.00 
tobedeletedand 
landthereunder 
bekeptas 
perplanpublishedundermtrs. proposedtobeincludedinResidentialSection26. Zone. M-31EP-12 

EP 
- 
12 Alignmentof12.19mtrs.wideNorth-ThealignmentofNorth-Southroad(i)Sanctionedasproposedunder SouthproposedroadtotheEastoffromEastofSiteNo.20uptotheSection31(1)ofM.R.andT.P.Act, SiteNo.20istobeshiftedtowardsEastSouthernportionofSiteNo.24is1966asshownonPlan. andthelandreleasedfromtheoriginalproposedtobemodifiedwithreduction alignmentofroadisproposedtobeinwidthto9mtrs.asshownonplan. includedinResidentialZone. M-36EP-13 

EP-13 


EP. 12 


12.19mtrs.wide North-Southproposed roadtotheEastof SiteNo.20. 
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EP 13 


Proposed15mtrs. wideGreenBeltalong Nala. 


WidthofProposed15mtrs.wide15.00mtrs.GreenBeltisreinstated GreenBeltalongNalareducedto7.00asperPlanpublishedunderSection mtrs.anddeletedportionfromthe26.However,DesignationofGreen greenbeltproposedtobeincludedinBeltisproposedtobeconvertedinto ResidentialZone. 

15.00mtrs.wideGreenZone. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlanexcluding 7GunthelandofBuddhaVihar. 


M-37 


EP-14 


EP-14 


EP.ExistinguseofIDGAH 14 


ExistinguseofIDGAHistobepartlyProposedtobesanctionedasperplan deletedandincludedinResidentialsubmittedunderSection30. ZoneandpartlyinGreenBelt(outofS. No.37)asshownonplan. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-15 


EP-ExistinguseofJain 15MandirinGaonthan. 


M-39 

EP-15 PrivatelandexcludingJainMandirisProposedtobesanctionedasperplan proposedtobeincludedinResidentialsubmittedunderSection30. 
Zone 
. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-ProposedAforestation 16Zone. 


M-40andM-44 EP-16 

EP-16 AforestationZoneshownonplanisAreaunderAforestationZoneis(i)Partareaalongroadoutof proposedtobedeletedandlandproposedtobeincludedinAgriculturalS.No.325isdeletedfrom thereunderproposedtobeincludedinZone/NoDevelopmentZone,subjectAforestationZoneandincludedin ResidentialandAgricultureZone. totheconditionthat,thechangeofResidentialZoneasshownon 

landuseforresidentialoranyotherPlan. developableuse,oftheselandsshall 
not 
be 
permissible 
in 
future 
. 

(ii)Outofremainingarea,thearea havingslopemorethan1:5is deletedfromAforestationZoneand includedinAgriculture/No DevelopmentZoneandbalance areaisdeletedfromAfforestation ZoneandincludedinResidential Zonesubjecttofollowing condition.— 
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Theboundaryofthelandhaving slopelessthan1:5andmorethan 1:5shallbedecidedandmarked onDevelopmentPlanbyChief Officer,inconsultationwithJoint DirectorofTownPlanning,Pune 
Division 
, 
Pune 
. 


M-45 


EP-17 


EP-17 


EP.ProposedAforestation 17ZoneinS.Nos.57 

(pt.),54(pt.)and other. 


AforestationZoneshownonplanisthelandonwhichMunicipalCouncilSanctionedasproposedunder proposedtobedeletedandlandhassanctionedDevelopment/orSection31(1)ofM.R.andT.P.Act, thereunderproposedtobeincludedin 

Iding 
permissionunder 

givenBuildingpermissionunder1966 
as 
shown 
onPlan. ResidentialZone. 

MaharashtraGunthewari Development(Regularisation, UpgradationandControl)Act,2001 
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1 


2 


EP 


17 


isproposedtobeincludedin 
Residential 
Zone 
asshown 
on 
plan 
. Remaininglandisproposedtobe includedinAgriculturalZone/No DevelopmentZone. 


M-42 


EP-18 


EP-18 


EP 
- 
Building 
adjacent 
to 18MunicipalCouncil 

shownasPSP existinguse. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


TheuseofBuildingadjacenttoProposedtobesanctionedasper MunicipalCouncilshowninPSPasPlansubmittedunderSection30. existinguseisproposedtobedeletedAdjoiningadditionalareauptoPune fromPublic/Semi-PublicZoneandNagarRoad,belongingtoMunicipal includedinCommercialZoneasCouncil,isproposedtobeincludedin shownonplan. 

CommercialZoneasshownonplan. 


M-43 


EP-19 


EP-19 


EP-ProposedT.P. 19SchemeZone. 


ProposedT.P.SchemeZone 
is 
to 
beLandunder 
TPSZone 
isproposedto deletedandshownasResidentialbeconvertedintoResidentialZone 
Zone 
as 
shown 
on 
plan 
. 

subjecttofollowingnewreservations 
and 
roadnetwork 
asshownonplan. 


Sanctionedas 
proposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 
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Sr.DesignationLocation 


Area (Ha.) 


No 
. 


4.00 


2.35 


1PlaygroundR.S.No. 

309,321 2PlaygroundR.S.No. 

287 3GardenR.S.No. 

287 4ParkingR.S.No. 

283 5CremationR.S.No. 

Ground290 


0.48 


1.00 


0.80 


EP 
- 
20 


EP-Existinguseof T.B. 20Hospital showninS. 

No.278asPublic/ Semi-Publicuse. 


M-46 

EP-20 ExistinguseofT.B.HospitalshowninAreaoutofS.No.278shownasPublic S.No.278asPublic/Semi-Publicuse./Semi-PublicZoneinPlansubmitted NametypedasT.B.HospitalinS.No.underSection30,isproposedtobe 278isproposedtobedeleted.includedinNoDevelopmentZone. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-21 


EP-Agriculture/No 21DevelopmentZone. 


Agriculture/NoDevelopmentZoneinEP-21 R.S.No.269-E/1. 

Newreservationfor SlaughterHouse numberedasNewSiteNo.70, admeasuringabout0.25Ha.is proposedonR.SNo.269-E/1as shownonplan. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 


EP-18mtrs.wideD.P. 22Road 


EP-22 


Alignmentof18mtrs.wideD.P.RoadEP-22 inR.S.No.285,290,291etc. 

Alignmentof18mtrs.wideD.P.Road shownthroughR.S.No.285,290, 291etc.isproposedtobemodified asshownonplan.Areaandboundary ofSiteNo.47"Playground"is proposedtobemodifiedaccordingly asshownonplan. 


Sanctionedasproposedunder Section31(1)ofM.R.andT.P.Act, 1966asshownonPlan. 
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ByorderandinthenameoftheGovernorofMaharashtra, 

SANJAYSAOJI, UnderSecretarytoGovernment. 
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विभागीय आयुक्त , पुणे विभाग, पुणे यांजकडून 
पुणे शहराच्या सुधारित प्रारूप विकास योजनेचे महाराष्ट्र प्रादेशिक व नगररचना अधिनियम , १९६६ चे कलम २८ (४) अन्वये 

सूचना 
क्रमांक वि. यो . पुणे ( सु.)/ २८ (४)/ शानिस/ १९८९/ २०१५.-- ज्याअर्थी, पुणे महानगरपालिकेने (यापुढे " उक्त नियोजन प्राधिकरण " म्हणून 
संबोधलेले) सर्वसाधारण सभा ठराव क्रमांक ५८८, दिनांक ७ जानेवारी २०१३ व ठराव क्रमांक ७५७, दिनांक ४ मार्च २०१३ अन्वये, पुणे 
महानगरपालिकेच्या मूळ हद्दीची सुधारित प्रारूप विकास योजना, महाराष्ट्र प्रादेशिक नियोजन व नगररचना अधिनियम , १९६६ ( यापुढे " उक्त 
अधिनियम" म्हणून संबोधलेला ) च्या कलम २६ (१) नुसार प्रसिद्ध केली असून त्याची सूचना महाराष्ट्र शासन राजपत्र, असाधारण भाग -१ , 
पुणे विभागीय पुरवणीमध्ये दिनांक २८ मार्च २०१३ अन्वये प्रसिद्ध झाली आहे ; 

आणि ज्याअर्थी, सदरहू प्रसिद्ध झालेल्या सुधारित प्रारूप विकास योजनेवर विहित मुदतीत आलेल्या हरकती व सूचनांचा विचार करून 
उक्त अधिनियमाच्या कलम २८ ( २) नुसार स्थापन केलेल्या नियोजन समितीने तिचा अहवाल उक्त नियोजन प्राधिकरणाकडे दिनांक 
१३ फेब्रुवारी २०१५ रोजी सादर केला आहे ; 
___ आणि ज्याअर्थी, नियोजन समितीने नियोजन प्राधिकरणास सादर केलेल्या अहवालावर निर्णय घेऊन सदर विकास योजना विहित मुदतीत 
शासनास मंजुरीस्तव सादर करण्यास, सदर नियोजन प्राधिकरण असमर्थ ठरल्याने, सदर विकास योजनेसंदर्भाने वैधानिक कार्यवाही पूर्ण करून 
उक्त विकास योजना अधिनियमाच्या कलम ३० नुसार शासनास सादर करण्यासाठी, शासनाचे दिनांक २७ मार्च २०१५ चे आदेशान्वये उक्त 
अधिनियमाचे कलम १६२ नुसार, विभागीय आयुक्त , पुणे विभाग, पुणे यांच्या अध्यक्षतेखाली समितीची नियुक्ती केलेली आहे (यापुढे " शासन 
नियुक्त समिती " म्हणून संबोधलेले); 

आणि ज्याअर्थी, नियोजन समितीने सादर केलेला अहवाल व त्यासंबंधीच्या इतर बाबी विचारात घेता , उक्त अधिनियमाच्या कलम 
२८ (४) नुसार शासन नियुक्त समितीने काही बदल करून सदर बदलांसह , उक्त अधिनियमाच्या कलम ३० नुसार , विकास नियंत्रण 
नियमावली सोडून , प्रारूप विकास योजना दिनांक २६ सप्टेंबर २०१५ ला शासनास मंजुरीसाठी सादर केली आहे ; 

आणि ज्याअर्थी, शासन नियुक्त समितीने अधिनियमाचे कलम २६ नुसार प्रसिद्ध विकास नियंत्रण नियमावलीमध्ये काही बदल / सुधारणा 
केल्या असून अशी सुधारित "प्रारूप विकास नियंत्रण व प्रोत्साहन नियमावली - २०१५ " तयार केली आहे ; 

आणि ज्याअर्थी, उक्त अधिनियमाच्या कलम २८ (४ ) प्रमाणे शासन नियुक्त समितीने विकास नियंत्रण नियमावलीच्या मसुद्यात केलेले 
बदल जनतेच्या अवलोकनार्थ प्रसिद्ध करणे आवश्यक आहे ; 

त्याअर्थी, सुधारित " प्रारूप विकास नियंत्रण व प्रोत्साहन नियमावली - २०१५ " चा संच नागरिकांच्या माहितीसाठी प्रसिद्ध करण्यात येत 
आहे. सदर संच नगर अभियंता, पुणे महानगरपालिका, पुणे यांचे कार्यालयात कार्यालयीन वेळेत ३० दिवसांच्या कालावधीकरिता नागरिकांच्या 
अवलोकनार्थ ठेवण्यात आलेला असून महाराष्ट्र शासन राजपत्रात व महानगरपालिकेचे संकेतस्थळ www. punecorporation. org वर 
सुद्धा प्रसिद्ध करण्यात आला आहे. 


BY DIVISIONAL COMMISSIONER , PUNE DIVISION , PUNE 
Publication of Revised Draft DevelopmentPlan of Pune under Section 28 ( 4 ) of the Maharashtra Regional 

and Town Planning Act, 1966 . 


NOTICE 
No . DP Pune (Revised )/28 (4 )/G .A .C ./ 1989 /2015 . - Whereas, PuneMunicipalCorporation (hereinafter 
referred to as " the said Planning Authority ) under its General Body Resolution No . 588 , dated 7th January 
2013 and No. 757 , dated 4th March 2013 , has published the Revised Draft Development Plan for original 
limit of Pune Municipal Corporation (hereinafter referred to as “ the said DevelopmentPlan ”) under Section 
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26 ( 1) of the Maharashtra Regional and Town Planning Act, 1966 (hereinafter referred to as " the said Act” ) 
which has appeared in Extra Ordinary Maharashtra Government Gazette, Pune Division , Part- 1 Supplement, 
dated 28th March 2013 ; 


and whereas, after considering the suggestions and objections to the said Revised Draft Development 
Plan received within stipulated period , the Planning Committee appointed under Section 28 (2 ) of the Act, 
has submitted its report to the said Planning Authority on 13th February 2015 ; 


and whereas, since the Planning Authority did nottake decision on the report of the Planning Committee 
submitted to it and submit the said plan to the Government for sanction , within stipulated time limit , the 
Government vide Order , dated 27th March 2015 ,has appointed a Committee under Section 162 of the said 
Act, under the Chairmanship of Divisional Commissioner, Pune Division , Pune, to complete the legal 
procedure required under the said Act and to submit the said Revised Draft Development Plan to the 
Government under Section 30 of the said Act; 


and whereas, after considering the report of Planning Committee and other matters related to it , the 
Committee appointed by Government hasmade some modifications / changes to the said Revised Draft 
Development Plan under Section 28 (4 ) of the said Act and has submitted the said Revised Draft Development 
Plan for sanction to Government under Section 30 of the said Act , on 26th September 2015 excluding 
Development Control Regulations ; 


and whereas , the committee appointed by the Governmenthasmade changes /modifications in the 
Development Control Regulations published under Section 26 of the Act and prepared set of " Draft 
Development Control and Promotion Regulation , 2015", so modified ; 


and whereas, it is necessary to publish the said Draft Development Control and Promotion Regulation 
so modified , for inspection of the public as provided under Section 28 ( 4 ) of the said Act. 


Now , therefore , the said modified set of Draft Development Control and Promotion Regulation , 2015 is 
hereby publised for information of the public and is kept open for the inspection of the public in the office of 
the City Engineer , Pune Municipal Corporation , Pune , during office hours on allworking days for a period of 
30 days and is also published in Maharashtra Government Gazette and on the web site 
www .punecorporation .org . 
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DRAFT DEVELOPMENT CONTROL AND PROMOTION REGULATIONS - 2015 

FOR PUNE MUNICIPAL CORPORATION , 


PART - I ADMINISTRATION 
SHORT TITLE , EXTENT AND COMMENCEMENT 


1 . 1 


These Regulations shall be called as “ Development Control and Promotion Regulations Pune -2015” 


1 . 2 


These Regulations shall apply to the building activities and development works on lands within the 
jurisdiction of Pune Municipal Corporation . 


1 . 3 


Repeal: These Regulations shall come into force only when these are sanctioned by the Government 
under section 31 of the Act by publishing a notice to that effect in the Government Gazette and these 
shall replace all existing building bye -laws and Development Control Rules in entire Municipal 
Corporation area . 


1 . 4 


Savings : Not withstanding anything contained herein , any permission granted or any action taken 
under the Regulations in force prior to these Regulations shall be valid and continue to be so valid , 
unless otherwise specified . 


2 . 0 


DEFINITIONS 


2 . 1 


General 


2 . 1 . 1 


In these Regulations, unless the context otherwise requires , the definitions given hereunder shall 
have meaning indicated against each of them . 


2 .1 .2 


Words and expressions which are not defined in these Regulations shall have the samemeaning or 
sense as in the - 


i) Maharashtra Municipal Corporation Act, 1949 , 


ii) The Maharashtra Regional and Town Planning Act , 1966 and 
iii) National Building Code, 2005 
“ Act ” means the Maharashtra Regional and Town Planning Act, 1966 ; 


“ Annual Statements of Rates” means rates including guidelines there in published by Inspector 
General of Registration ,Maharashtra State , Pune ; 


“ Authority” means Municipal Commissioner of Pune Municipal Corporation or an officer 
authorised by him ; 


“ Alteration ” means any change in existing authorized building or change from one occupancy to 
another , or a structural change , such as an addition to the area or height, or the removal of part of a 
building, or any change to the structure, such as the construction of, cutting into or removal of any 
wall, column, beam , joist, floor, roof or other support or a change to or closing of any required means 
of ingress (entry) or egress (exit) as provided under these regulations. However, modification in 
respect of gardening , white washing, painting, plastering, pointing, paving and retailing shall not be 
deemed to be alteration ; 


2 .6 


“ Advertising Sign ” means any surface or structure with characters , letters or illustrations applied 
thereto and displayed in any manner whatsoever outdoor for purposes of advertising or to give 
information regarding or to attract the public to any place for public performance, article or 
merchandise whatsoever , or is attached to , or forms a part of building , or is connected with any 
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building or is fixed to a tree or to the ground or to any pole , screen, fence or hoarding or displayed in 
space ; 


“ Accessory Building ” means a building separate from the main building on a plot and containing 
one or more rooms for accessory use such as servant quarters , garage , store rooms etc ; 


“ Accessory / Ancillary Use” means any use of the premises subordinate to the principal use and 
incidental to the principal use ; 


“ Amenity Space ” means a statutory space kept in any layout to be used for any of the amenities 
including all utilities, services, conveniences , markets and offices of Government and Corporation ; 


2 .10 


“ Access” means a clear approach to a plot or a building ; 


2 . 11 


“ Architect” means a person registered with Council of Architecture as per Architects Act, 1972 as 
an Architect; 


2 . 12 


“ Atrium ” means a sky lighted naturally /mechanically ventilated area in buildings, with no 
intermediate floors, used as circulation space or entrance foye; 


2 . 13 


“ Balcony” means a horizontal cantilever projection , including parapet and handrail balustrade to 
serve as a passage or sitting out place with at least one side fully open , except being provided with 
railing or parapet wall for safety ; 


2. 14 


“ Basement” means the lower storey of a building below or partly below the ground leve; 


2 . 15 


“ Building” means any structure for whatsoever purpose and of whatsoever materials constructed and 
every part thereof whether used as human habitation or not and includes foundation , plinth , walls, 
floors, roofs , chimneys, wells , door steps, fencing , plumbing and building services , fixed platforms, 
verandas , balcony, cornice or projection , part of a building or anything affixed thereto or any wall 
fence enclosing or intended to enclose any land or space and signs and outdoor display structures . 
However, tents , shamianas and the tarpaulin shelters erected for temporary and ceremonial occasions 
with the permission of the Municipal Commissioner shall not be considered as building; 


2 . 16 


“ Built up Area ” means the area covered by a building on all floors including cantilevered portion , 
mezzanine floors if any but excepting the areas excluded specifically from FSI under these 
Regulations; 


2 . 17 


“ Building Line” means the line upto which the plinth of a building adjoining a street or an extension 
of a street or on a future street may lawfully extend . It includes the lines prescribed , if any , in any 
scheme and / or development plan , or under any other law in force ; 


2 . 18 


“ Building Height” means the vertical distance measured in the case of flat roofs , from the average 
level of the ground around and contiguous to the building to the terrace of last floor of the building 
adjacent to the external walls ; to the highest point of the building and in the case of pitched roofs, up 
to the point where the external surface of the outer wall intersects the finished surface of the sloping 
roof, and in the case of gable facing road , the mid -point between the eaves level and the ridge. 
Architectural features serving no other function except that of decoration shall be excluded for the 
purpose ofmeasuring heights ; 


2 . 19 


“ Bio - Technology Unit” means an Unit or a Park which is certified as such by the Development 
Commissioner ( Industries); 


2 . 20 


“ Carpet Area ” means the net usable floor area within a building excluding that covered by the walls 
or any other areas specifically exempted from floor space index computation in these regulations; 
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2 . 21 
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“ Chajja ” means a sloping or horizontal structural overhang usually provided over openings on 
external walls to provide protection from sun and rain and for purpose of architectural appearance ; 


2 


“ Chimney ” means an upright shaft containing one or more flues provided for the conveyance to the 
outer air of any product of combustion resulting from the operation of heat producing appliance or 
equipment employing solid , liquid or gaseous fuel; 


2 . 23 


“ Cluster ” means any defined area with proper access ; 


2 . 24 


“ Control Line ” means a line on either side of a highway or part of highway beyond the building line 
fixed in respect of such highway by the Highway Authority from time to time; 
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2 . 25 


“ Courtyard or Chowk ” means a space permanently open to sky enclosed on sides fully or partially 
by buildings and may be at ground level or any other level within or adjacent to a building; 


2 . 26 


“ Canopy ” means a projection over any entrance ; 


2 . 27 


“ Congested Area” means the area shown as congested in the Development Plan ; 


2. 28 


“ Convenience Shopping ” means shops for domestic needs having area upto 10 sq .m ; 


2 .29 


“ Corridor ” means a common passage or circulation space including a common entrance hall; 


2 . 30 


“ Detached Building ” means a building whose walls and roofs are independent of any other building 
with marginal distances on all sides as specified ; 


2 .31 


“ Development” with its grammatical variations means the carrying out of buildings, engineering , 
mining or other operations in , or over, or under land or the making of any material change, in any 
building or land or in the use of any building or land or any material or structural change in any 
Heritage building or its precinct and includes demolition of any existing building, structure or 
erection of part of such building, structure of erection and reclamation , redevelopment and layout or 
sub - division of any land and to develop shall be construed accordingly ; 


2 . 32 


“ Development Plan ” means the plan for the development of the area within the jurisdiction of Pune 
Municipal Corporation and includes the revised development plan ; 


2 . 33 


“ Dwelling Unit / Tenement” means an independent housing unit with separate facilities for living, 
cooking and sanitary requirements ; 


2 . 34 


“ Enclosed Stair- case” means a staircase separated by fire resistant walls and door (s ) from the rest 
of the building; 


2 . 35 


“ Existing Building or Use ” means a building, structure or its use existing authorizedly ; 


2 . 36 


“ Exit” means a passage , channel or means of egress from any building, storey or floor area to a 
street or other open space of safety ; 


2 . 36 . 1 


“ Vertical Exit” means exit used for ascension or descension between two or more levels including 
stairways , smoke proof towers , ramps, escalators and fire escapes; 


2 . 36 .2 


“ Horizontal Exit” means a protected opening through or around a firewall or a bridge connecting 
two buildings ; 


2 . 36 . 3 


“ Outside Exit” means an exit from the building to a public way , to an open area leading to a public 
way , to an enclosed fire resistive passage to a public way ; 


2 . 37 
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“ External Wall ” means an outer wall of a building, not being a party wall even though adjoining to 
a wall of another building and also means a wall abutting on an interior open space of any building ; 


2 . 38 


“ Escalator ” means a power driven , inclined , continuous stairway used for raising or lowering 
passengers ; 


2 . 39 


" Fire and / or Emergency Alarm System ” means an arrangement of call points or detectors , 
sounders and other equipments for the transmission and indication of alarm signals , for testing of 
circuits and , whenever required , for the operation of auxiliary services. This device may be workable 
automatically or manually to alert the occupants in the event of fire or other emergency ; 


2 .40 


“ Fire lift ” means a lift specially designed for use by fire service personnel in the event of fire ; 


2 . 41 


“ Fire Proof Door ” means a door or shutter fitted to a wall opening , and constructed and erected with 
the requirement to check the transmission of heat and fire for a specified period ; 


2 .42 


" Fire Resisting Material” means a material which has certain degree of fire resistance ; 


2 .43 


“ Fire Resistance ” means the time during which a material fulfils its function of contributing to the 
fire safety of a building when subjected to prescribed conditions of heat and load or restraint. The fire 
resistance test of structures shall be done in accordance with " IS -3809 - 1966 Fire Resistance Test of 
Structures " ; 


2 . 44 


" Fire Separation ” means the distance in meters measured from any other building on the site , or 
from other site , or from the opposite side of a street or other public space to the building; 


2 . 45 


“ Fire Service Inlets ” means a connection provided at the base of a building for pumping up water 
through in -built fire - fighting arrangements by fire service pumps in accordance with the 
recommendations of the Fire Services Authority ; 


2 . 46 


" Fire Tower ” means an enclosed staircase which can only be approached from the various floors 
through landings or lobbies separated from both , the floor areas and the staircase by fire resisting 
doors and open to the outer air ; 


2 .47 


“ Floor” means the lower surface in a storey on which one normally walks in a building. The general 
term floor unless otherwise specifically mentioned shall not refer to a mezzanine floor, 


Note - The sequential numbering of floor shall be determined by its relation to the determining 
entrance level . For floor at or above ground level, with direct entrance from / to road or street shall 
be termed as ground floor. The other floors above ground floor shall be numbered in sequence as 
Floor 1, Floor 2 , etc ., with the number increasing upwards. The stilt shall be termed as stilt floor or 
Stilt floor 1, Stilt floor 2 etc . and floors above shall be numbered as Floor 1, Floor 2 , etc., 


2 . 48 


“ Floor space index ( F . S . I)” means the quotient obtained by dividing the total built -up area on all 
floors , excluding exempted areas as given in Regulation no . 16 .8 .2 by the area of the plot; 


F . S . I. 


= 


Total built- up area on all floors 

Plot area 


2 . 49 


“ Premium FSI” means FSI obtained as a percentage of basic FSI as well as TDR from the 
Municipal Commissioner on payment of prescribed charges ; 


2 . 50 


" Fungible FSI” means fixed FSI obtained from the Municipal Commissioner on payment of 
prescribed charges ; 
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2 . 51 


महाराष्ट्र शासन राजपत्र, भाग एक - - पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ /पौष ३ - ९, शके १९३७ 
“ Footing ” means a foundation unit constructed in brick work , masonry or concrete under the base of 
a wall or column for the purpose of distributing the load over a large area ; 


2 . 52 


“ Foundation ” means that part of the structure which is in direct contact with and transmitting loads 
to the ground ; 


2 . 53 


" Front Margin ” means the distance between the boundary line of plot abutting the means of access/ 
road / street and the building . In case of plots facing two or more means of accesses / roads / streets , 
the plot shall be deemed to front on all such means of access / road / streets; 


2 .54 


“ Garage Private” means a building or portion thereof, designed and used for parking of privately 
owned motor driven or other vehicles; 


2 . 55 


“ Group Housing Scheme” means a building or a group of buildings constructed or to be 
constructed with one or more floors , consisting of more than one dwelling units and having common 
service facilities. Common service facilities means facilities like stair case, balcony , corridor, and 
veranda, lift, etc ; 


2.56 


“ Ground Level ” means the average level of ground in a plot ( site ); 
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2 .57 


“ Habitable Room ” means, a room constructed or intended for human habitation ; 


2 . 58 


" Home Occupation ” means occupation , other than an eating or a drinking place , offering services to 
the general public , customarily carried out by a member of the family residing on the premises 
without employing hired labour, and for which there is no display to indicate from the exterior of the 
building that it is being utilized in whole or in part for any purpose other than a residential or 
dwelling use , and in connection with which no article or service is sold or exhibited for sale except 
that which is produced therein , which shall be non -hazardous and not affecting the safety of the 
inhabitants of the building and the neighbourhood and provided that no mechanical equipment is 
used except for what is customarily used for purely domestic or household purposes and / or 
employing licensable goods ; 


2 . 59 


“ Information Technology Establishment (ITE) ” means an establishment which is in the business 
of developing either software or hardware relating to computers or computer technology as approved 
by Director of Industries ; 


2 .60 


“ Ledge or Tand ” means a shelf like projection , supported in any manner whatsoever , except by 
vertical supports within a room itself but not having projection wider than 0 .60 meter ; 


2 .61 


“ Licensed Engineer / Structural Engineer / Supervisor ” means a qualified Engineer/ Structural 
Engineer / Supervisor licensed by the Municipal Commissioner ; 


2 .62 


“ Lift ” means an appliance designed to transport persons or materials between two or more levels in a 
vertical or substantially, vertical direction , by means of a guided car platform ; 


2 .62 . 1 


" Lift Well ” means an unobstructed space within an enclosure provided for the vertical movement of 
the lift car(s) and any counter weights , including the lift pit and the space for top clearance; 


2 .63 


“ Loft” means, an intermediate floor between two floors , with a maximum height of 1. 5 m ., which is 
constructed and used for storage purpose, fully defined in regulation no . 17.5 ; 


2.64 


“Mall ” means a large enclosed shopping area ; 


2 .65 


“Marginal distance / Set back ” means a minimum distance required to be left open to sky between 
the boundary of the building plot and the building excluding court yard/chowk, which is an integral 
part of the plot; 


2 .66 
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“ Mezzanine floor ” means an intermediate floor between two floors of any story , forming an integral 
part of floor below , overhanging or overlooking a floor beneath , not being a loft between the floor 
and the ceiling of any storey ; 


2 . 67 


“Means of Access” shall include the road/ street /vehicular access way, pathway upto the plot and to 
the building within a plot; 


2 .68 


“ Net plot area ” means the areaas per Regulation no. 14 .8 ; 


2 .69 


“ Non - Combustible Material” means a material which does not burn nor add heat to a fire when 
tested for combustibility in accordance with IS : 3808 - 1966 Method of Test for Combustibility of 
Building Materials ; 


2 . 70 


“ Non - conforming User ” means any lawful use / building existed on the site but which does not 
conform to the zoning shown on the Development Plan ; 


2 . 71 


“ Occupancy or Use Group” means the principal occupancy or use for which a building or a part of 
a building is used , or intended to be used , for the purposes of classification of a building according to 
the occupancy. Occupancy shall be deemed to include subsidiary occupancies which are contingent 
upon it. Buildings with mixed occupancies are those buildings in which more than one occupancy are 
present in different portions of the building. The occupancy classification shall have the meaning 
given from 2. 76 .1 to 2.76 .12; 


2 . 71 . 1 


“ Residential Buildings” means any building in which sleeping accommodation is provided for 
normal residential purposes with or without cooking or dining or both facilities . It includes one or 
two or multi - family dwellings, lodging or rooming houses, residential hotels , hostels, dormitories , 
dharmshalas, apartment houses, flats, service apartment, studio apartment and private garages 
incidental thereto ; 


2 . 71 . 2 


“ Educational Buildings” means a building exclusively used for a school or college recognized by 
the appropriate Board or University , or any other competent authority involving assembly for 
instruction , education or recreation incidental to educational use , and including a building for such 
other users incidental thereto such as library , coaching class or a research institution . It shall also 
include quarters for essential staff required to reside in the premises and a building used as a hostel 
attached to an educational institution whether situated in its campus or not and , also includes 
buildings used for day -care purposes more than 8 hours per week ; 


2 . 71 . 3 


" Institutional Buildings ” means a building constructed or used by Government, Semi-Government 
organization or registered trusts or persons and used for medical or other treatment, or an auditorium 
or complex for cultural and allied activities or for an Hospice care of persons suffering from physical 
or mental illness, handicap , disease or infirmity , care of orphans, abandoned women , children and 
infants , convalescents , destitute or aged persons and for penal or correctional detention with 
restricted liberty of the inmates ordinarily providing sleeping accommodation , and includes hospitals , 
sanatoria , custodial and penal institutions such as jails , prisons, mental hospitals , houses of 
correctional detention and reformatories; 


2 . 71. 4 


“ Assembly Buildings” means any building or part of building where groups of people congregate or 
gather for amusement, recreation or social, religious, patriotic , civil , travel and similar purposes , e . g. 
theatres, motion picture house, drive - in - theatres, multiplexes, assembly halls , city halls , town halls , 
auditoria , exhibition halls, museums, mangal karyalaya , cultural centre, skating rinks , places of 
worship , dance theatres , club & gymkhana , passenger stations and terminals of air , surface and other 
public transportation services, recreation piers and stadia having built up area more than 1000 sq .m .; 


2 . 71 .5 


महाराष्ट्र शासन राजपत्र, भाग एक - - पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ /पौष ३ - ९, शके १९३७ 
“ Business Buildings ” means any building or part of building, which is used for transaction of 
business for the keeping of accounts and records for similar purposes; offices , banks, professional 
establishments , I. T . establishments , call centre, offices for private entrepreneurs , court houses , 
libraries shall be classified in this group in so far as principal function of these is transaction of 
public business and the keeping of books and records; 


2 . 71 . 6 


“ Office Building / Premises” means the premises whose sole or principal use is to be used as an 
office or for office purpose ; " office purposes" shall include the purpose of administration , clerical 
work , handling money , telephone / telegraph / computer operations and " clerical work " shall include 
writing, book -keeping, sorting papers , typing, filing, duplicating, drawing of matter for publication 
and the editorial preparation of matter for publication ; 


2 .71. 7 


“Mercantile ( Commercial) Buildings” means any building or part of a building, which is used as 
shops , stores, market , malls for display and sale of merchandise either wholesale or retail Office , 
storage and service facilities incidental to the sale of merchandise and located in the same building 
shall be included under this group ; 


2 . 71 . 8 


“ Public - Semi-public Building” means a building constructed or used by Government, Semi 
Government Organization , Government Undertaking , Local Authorities , for conducting public semi 
public use like municipal office, post office, telephone office , etc ; 


2 . 71. 9 


“ Wholesale Establishments ” means an establishments wholly or partly engaged in wholesale trade, 
manufactures , wholesale outlets including related storage facilities, A . P . M . C . establishments , 
warehouses and establishments engaged in truck transport including truck transport booking 
agencies ; 


2 . 71 . 10 


" Industrial Buildings” means any building or part of a building or structure , in which products or 
materials of all kinds and properties are fabricated , assembled or processed like assembling plants , 
laboratories , power plants , smoke houses, refineries, gas plants , mills , dairies, factories etc ; 


2 . 71 . 11 


“ Storage Buildings ” means any building or part of a building used primarily for the storage or 
sheltering of goods, wares or merchandise , like ware houses , cold storage , freight depots , transit 
sheds, godowns, store houses, public garages , hangars, truck terminals, grain elevators , barns and 
stables; 


2 . 71. 12 


“ Hazardous Buildings ” means any building or : part of a building which is used for the storage , 
handling, manufacture or processing of highly combustible or explosive materials or products which 
are liable to burn with extreme rapidity and / or which may produce poisonous gases or explosions 
during storage , handling , manufacturing or processing, which involve highly corrosive , toxic or 
noxious alkalis , acids or other liquids or chemicals producing flames, fumes and explosive , mixtures 
of dust or which result in the division of matter into fine particles subject to spontaneous ignition ; 


2 .71. 13 


“ Special Buildings ” means a building as specified in regulation no 6 . 2 .6 . 1; 


2 .72 


" Owner " means a person who has legal title for land or building; 


2 . 73 


“ Parapet” means a low wall or railing built along the edge of a roof, terraces, balcony , veranda etc ; 


2 . 74 


“ Parking Space ” means an enclosed or unenclosed , covered or open area sufficient in size to park 
vehicles. Parking space shall be served by a driveway connecting them with a street or alley and 
permitting ingress or egress of vehicles; 


2 . 75 
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" Permit / Permission ” means a permission or authorisation in writing by the Authority to carry out 
the work regulated by these Regulations; 


2 . 76 


“ Plinth ” means a portion of a structure between the surface of the surrounding ground and surface of 
the floor immediately above the ground ; 


2.77 


“ Plot / Site ” means a parcel or piece of land enclosed by definite boundaries; 


2 . 78 


“ Porch ” means a covered surface supported on pillars or otherwise for the purpose of pedestrian or 
vehicular approach to a building ; 


2 . 79 


“ Podium ” means a continuous projecting base or pedestal under or around a building , generally used 
for parking and movement of vehicles, within the permissible area as specified in these regulations ; 


2 .80 


“ Recreational Open Space / Layout open space ” means a statutory common open space kept in 
any layout or group housing scheme or campus planning , exclusive of margins and approaches, on 
ground only ; 


2 .81 


“ Road / Street” means any highway, street , lane, pathway, alley, stairway, passageway , 
carriageway, footway, square place or bridge, whether a thoroughfare or not, over which the public 
have a right of passage or access or have passed and had access uninterruptedly for a specified 
period , whether existing or proposed in any scheme, and includes all bunds , channels , ditches , storm 
water drains, culverts , sidewalks , traffic islands, roadside trees and hedges, retaining walls, fences , 
barriers and railings within the street lines ; 


2 .82 


“ Road / Street Line” means the line defining the side limit of a road / street; 


2 .83 


“ Room Height” means the vertical distance measured from the finished floor surface to the finished 
ceiling/ slab surface. In case of pitched roofs, the room height shall be the average height between 
bottom of the eaves and bottom of ridge; 


2.84 


“ Row Housing ” means a row of houses with front and rear marginal distances ; 


2 .85 


“ Semi Detached Building” means a building detached on three sides with marginal distances as 
specified ; 


2 .86 


“ Site , corner” means a site at the junction of and fronting on two or more intersecting streets ; 


2.87 


“ Site, Depth of” means the mean horizontal distance between the front and rear side boundaries ; 


2 .88 


" Site , Double Frontage” means a site , having a frontage on two streets other than a corner plot; 


2 .89 


“ Site , Interior or Tandem ” means a site, access to which is by a passage from a street whether such 
passage forms part of the site or not; 


2 .90 


“ Smoke Stop Door” means a door for preventing or checking the spread of smoke from one area to 
another ; 


2 . 91 


“ Stair Cover ” means a structure with a covering roof over a stair case and its landing built to 
enclose only the stair for the purpose of providing protection from weather and not used for human 
habitation ; 


2 . 92 


“ Stilts or Stilt Floors ” means the portion of a building above ground level consisting of structural 
column supporting the super structure with at least two sides open for the purpose of parking 
vehicles , scooters, cycles, etc . ; 


2. 93 


“ Store Room ” means a room used as storage space ; 
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2 . 94 
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“ Storey ” means the portion of a building included between the surface of any floor and the surface 
of the floor next above it , or if there be no floor above it, then the space between any floor and the 
ceiling next above it ; 


2 . 95 


“ Telecommunication Cell Site/Base Station (TCS /BS )” means tower of requisite height and 
dimensions , delta , single pole antennae , microwave antenna , cabin of requisite dimensions for 
housing equipment, telecom transceiver machinery , related civil work , requisite wires and cables , 
power supply equipment, Diesel Generator (DG ) Set / Alternate power supply mechanism , cabin 
/cupboard for housing any or all of the aforesaid items as necessary ; 


2 .96 


“ Tenement” means an independent dwelling unit with a kitchen or cooking alcove; 


2.97 


“ Terrace” means a flat , open to sky roof of a building or a part of a building having parapet; 


2 .98 


“ To Erect ” - To erect a building means 


(a ) to erect a new building on any site whether previously built upon or not; 
(b ) to re - erect any building of which portions above the plinth level have been pulled down, burnt or 

destroyed ; and 


( c ) conversion from one occupancy to another; 


2 . 99 


“ Travel Distance” means the distance from the remotest point on a floor of a building to a place 
of safety , be it a vertical exit, horizontal exit or an outside exit measured along the line of travel ; 


2 . 100 


“ Tower like structure ” means a structure in which the height of the tower like portion is at least 
twice the width of the broader base ; 


2 . 101 


“ Unsafe Building” means those buildings which are structurally unsafe , unsanitary or not provided 
with adequate means of ingress or egress which constitute a fire hazard or are otherwise dangerous to 
human life or which in relation to existing use constitute a hazard to safety or health or public 
welfare, by reason of inadequate maintenance, dilapidation or abandonment; 


2 . 102 


“ Veranda ” means a covered area with at least one side open to the outside with the exception of 
1 m . high parapet on the ground floor to be provided on the open side; 


2 . 103 


“ Water Closet (WC)” means a privy with arrangement for flushing the pan with water . It does not 
include a bathroom ; 


2 . 104 


“ Water Course ” means a natural channel or an artificial one formed by draining or diversion of a 
natural channel meant for carrying storm water and waste water ; 


“Major Water Course ” means a water course which carried strong water discharging from a 
contributing area of not less than 160 Ha .; 


“ Minor Water Course ” means a water course which is not major; 
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2 . 105 


“ Width of Road ” means the whole extent of space within the boundaries of road when applied to a 
new road , as laid down in the city surveys map or development plan or prescribed road lines by any 
Act or Law and measured at right angles to the course or intended course of direction of such road 
whichever is more ; 
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2 . 106 


“ Window ” means an opening to the outside other than the door which provides all or part of the 
required natural light, ventilation or both , to the interior space ; 
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APPLICABILITY OF REGULATIONS 


These regulations shall apply to all development, redevelopment, erection and / or re -erection of a 
building, change of user etc . as well as to the design , construction or reconstruction of, and additions 
and alteration to a building. These regulations shall also apply to any revision of the development 
permissions/building permissions granted earlier under any Development Control Regulations . 
Further , these Regulations shall apply to development work defined in Regulation No .3 . 2 to 3 . 5 . 
However, features approved by earlier permission shall remain intact unless it contradicts the 
provisions of FSI under these regulations. 


3 . 2 


Construction / Part Construction - Where the whole or part of a building is demolished or altered 
or reconstructed , removed , except where otherwise specifically stipulated , these Regulations apply 
only to the extent of the work involved . 


3 . 3 


Change of Occupancy / User : -Where the occupancy or the user of a building is changed , except 
where otherwise specifically stipulated , these Regulations shall apply to all parts of the building 
affected by the change. 


3 .4 


Reconstruction - The reconstruction , in whole or part of a building which has ceased to exist due to 
an accidental fire , natural collapse or demolition , having been declared unsafe , or which is likely to 
be demolished by or under an order of the Municipal Corporation and for which the necessary 
certificate has been given by the said Municipal Corporation , shall be allowed subject to the 
provisions in these Regulations . 


3 . 5 


Revised permission – Any development permission granted earlier may be revised provided that, 
third party interests established in pursuance of such permission , if any, are not adversely affected . In 
such case, consent of the adversely affected persons shall be necessary. While granting the revised 
permission , the approved plans and commencement certificate of the earlier permission with the 
owner and office , shall be stamped as CANCELLED by the Authority . 


4 . 0 


INTERPRETATION 


Section of general clauses Act, 1897 shall be applicable in case of standard terms and phrases as 
defined and interpreted therein . 


DEVELOPMENT PERMISSION AND COMMENCEMENT CERTIFICATE 


No person shall carry out any development, in contravention of the Development Plan proposals . 


No person shall carry out any development work including development of land by laying out into 
suitable plots or amalgamation of plots or development of any land as group housing scheme or to 
erect , re -erect or make alterations or demolish any building or cause the same to be done without first 
obtaining a separate building permit / commencement certificate for each such development work / 
building from the Municipal Commissioner . 


5 . 3 


No temporary construction shall be carried out without obtaining prior approval of the Municipal 
Commissioner, which may be granted subject to such conditions as may be deemed necessary by 
him . However, temporary site office /watchman cabin / labour -material shed/toilet may be constructed 
without permission after the development permission is granted . These temporary constructions shall 
be removed after the completion of construction under development permission . 


5 .4 


Development undertaken on behalf of Government - 


As per the provisions of Section 58 of The Maharashtra Regional and Town Planning Act , 1966 , the 
office in - charge of the Government Department shall inform in writing to the Municipal 
Commissioner of the intention to carry out its purpose along with details of such development or 
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construction as specified below : 
i ) An official letter by the authorised officer of Government Department addressed to the 

Municipal Commissioner , giving full particulars of the development work or any operational 

construction . 
ii ) Ownership documents and measurement plan issued by the Competent Authority of Land 

Records Department. 
iii ) Development / building plans conforming to the provisions of Development Plan and these 

Regulations for the proposed development work to the scale specified in these Regulations. 
iv) The proposals of the Development Plan or Town Planning Scheme affecting the land. 
V ) A Site Plan of the area proposed to be developed to the scale. 
vi) Detailed plan showing the plan , sections and elevations of the proposed development work to 

the scale , including existing building specified either to be retained or to be demolished . 


5 . 4 . 1 


The operational construction of the Government or Government undertaking , whether temporary or 
permanent which is necessary for the operation , maintenance , development or execution of any of the 
following services shall be exempted from the provisions of these Regulations: 


i) Railways; 
ii ) National Highways; 


iii) National Waterways ; 


iv ) Airways and Aerodromes; 


v ) Posts and Telegraphs , telephones , wireless, broadcasting and other like forms of 

communication , excludingmobile towers ; 
vi) Regional grid for electricity ; 
vii) Defence Authorities; 
viii) Any other essential public service as may be notified by the State Government. 

All such constructions shall however , conform to the prescribed requirements for the 
provision of essential services , water supply connection , drains , etc . 
However , no permission shall be necessary for the following types of works : 


5 .4 . 2 


i) 


The carrying out of any works by the Central or State Government or any public sector 
undertaking or any local authority 


(a ) required for the maintenance or improvement of highway , road or public street , being 

works carried out on land within the boundaries of such highway, road or public street; or 


( b ) required for the purpose of inspecting , repairing or renewing any drains, sewers mains , 

pipes including gas pipes , telephone and electric cables , or other apparatus including the 
breaking open of any street , or other land for the purpose. 


Provided that the concerned authority shall inform the local authority, in writing at the 
earliest and pay the necessary restoration charges to the Corporation within a month . The 
restoration charges shall not be more than the expenditure incurred by the Corporation to 
restore the road etc and supervision charges, if any . 


ii) 


The carrying out of works in compliance with any order or direction made by any authority 
under any law for the time being in force . 


iii ) 


The carrying out of work by any Authority in exercise of its powers under any law for the time 


460 


महाराष्ट्र शासन राजपत्र , भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 

being in force . 
iv ) The excavation (including excavation of wells ) made in the ordinary course of agricultural 

operation . 

The construction of a road intended to give access to land solely for agricultural purpose . 
vi) Normal use of land which has been used temporarily for other purposes like marriage pandals 

or for festive occasions ; and 


vii) In case of land normally used for one purpose and occasionally used for any other purpose, 

such occasional use of land for that other purpose . 


6 . 0 


PROCEDURE FOR OBTAINING DEVELOPMENT PERMISSION /BUILDING PERMISSION 
(COMMENCEMENT CERTIFICATE ) 


6 . 1 


Notice - Every person who intends to carry out development and erect, re-erect or make alterations in 
any place in a building or demolish any building, shall give notice in writing to the Authority of his 
said intention in the prescribed form (See Appendix Al or A2 ) and such notice shall be 
accompanied by the payment receipt of required scrutiny fee and any other feel charges prescribed by 
the Municipal Commissioner from time to time and the plans and statements in sufficient copies ( See 
Regulation no . 6 . 1 . 1 ), as required under Regulation no .6 . 2 and 6 . 3 . One set of plans shall be retained 
in the office of the Municipal Commissioner for record after the issue of permission or refusal. The 
plans may be submitted in electronic form as may be specified by the Municipal Commissioner from 
timeto time. 


6 . 1 . 1 


Copies of Plans and Statements - Four copies of plans and statements shall be made available along 
with the notice. Where clearance is required from other agencies, number of copies of plans required 
shall be as decided by the Municipal Commissioner . 


Information Accompanying Notice - The notice shall be accompanied by the key ( location plan ), 
site plan , sub - division layout plan / building plan , services plans, specifications and certificate of 
supervision and ownership title as prescribed in Regulation no .6 . 2 . 1 to 6 .2. 13 . 


6 . 2 . 1 


Size of drawing sheets and colouring of plans. 


6 . 2. 1. 1 


The size of drawing sheets shall be of A0 to A4. If necessary , submission of plans on sheets bigger 
than A0 size shall also be permissible. Prints of plans shall be on one side of paper only . All 
dimensions shall be indicated in metric units . 


6 .2 . 1. 2 


Colouring Notations for Plans: - The Plans shall be coloured as specified in following Table. 


Table No.1 
COLOURING OF PLANS 


Item 


Site Plan 
White Plan Ammonia 

Print 


Building Plan 
White Ammonia 
Plan 

Print 


( 3 ) 


(5 ) 


(1) 
1. 


| 
Plot lines 


Thick Black 


Thick 
Black 


Thick 
Black 


Thick Black 


2. 


Existing Street 
Future street if any 


Black 
Black dotted 


Blue 
Blue dotted 
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4 . 


Permissible Building 
lines 


Thick dotted 
black 


Thick 
dotted blue 


Existing work 


Black 


Blue 


Work proposed to be 
demolished 


Black (outline ) Blue 
Yellow 

Yellow 
hatched 

hatched 


Yellow 
hatched 


| Yellow 
hatched 


Red 


Red 


Red 


8. 


Red dotted 


Red dotted 


Red dotted 


Proposed work Red filled in 
Drainage & sewerage Red dotted 
work 
Water supply work Black dotted 

thin 


| Black 
dotted thin 


Black 
dotted thin 


Black dotted 
thin 


10 . Deviations from the Red hatched Red 

Red 

Red hatched 
sanctioned plan 

hatched hatched 
Note:- Forland development/sub -division / layout/building plan , suitable colouring 

notations shall be used which shall be indexed . 


6 .2 .2 Ownership title and area - Every application for development permission and commencement 

certificate shall be accompanied by the following documents for verifying the ownership and area 
etc . of the land : 


a ) 


Latest Property card (s ) or 7 / 12 extract ( s ) of a date not more than one month prior to the date of 
submission , power of attorney, wherever applicable . 


b ) 


Measurement Plan of the property issued by Land Record Department. 


c ) 


Statement of area of the holding by triangulation method /CAD (computer added designs and 
drafting based software ) from the qualified licensed technical personnel or architect with an 
affidavit from the owner with regard to the area in the form prescribed by the Municipal 
Commissioner. 


d ) 


Any other document prescribed by the Municipal Commissioner . 


e ) 


Wherever third party interest is created by way of agreement to sale or mortgage etc . the 
registered consent of such interested persons shall be submitted with the application . 


f) 


A certified copy of approved sub - division / amalgamation / layout of land from the concerned 
authority . 


In the case of land leased by the Government or local authorities, no objection certificate of 
Government or such authorities shall be obtained if there is deviation from lease conditions and 
shall be attached to the application for development permission in respect of such land . 


6 .2 . 3 Key Plan or Location Plan - A key plan drawn to a scale of not less than 1 : 10 ,000 shall be 

submitted as a part of building plan / development proposal along with the application for a building 
permit and commencement certificate; showing the boundary and location of the site with respect to 
neighbourhood landmarks or with respect to the area within the radius of 200 m . from the site , 
whichever is more. 


6 . 2 .4 


Site Plan - The site plan shall be submitted with an application for building permission drawn to a 
scale of 1: 500 or more as may be decided by the Authority . This plan shall be based on the 
measurement plan duly authenticated by the appropriate officer of the Department of Land Records. 
This plan shall have the following details : 
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a ) The boundaries of the site and of any contiguous land belonging to the neighbouring owners ; 
b ) The position of the site in relation to neighbouring streets ; 
c ) The name of the street, if any, from which the building is proposed to derive access; 
d) All existing buildings contained in the site with their names (where the buildings are given 

names ) and their property numbers ; 
e ) The position of the building and of other buildings, if any , which the applicant intends to erect, 

upon his contiguous land referred to in (a ) above in relation to ; 
(i ) The boundaries of the site and , in a case where the site has been partitioned , the boundaries 

of the portions owned by others; 


( ii ) All adjacent streets , buildings (with number of storeys and height) and premises within a 

distance of 12 m . of the work site and of the contiguous land (if any ) referred to in (a ), and 


f) 


The means of access from the street to the building and to all other buildings ( if any ) which the 
applicant intends to erect upon . 


h ) 


g ) The space to be left around the building to secure free circulation of air , admission of light and 

access ; 
The width of the street ( if any ) in front and the street ( if any) at the side of or near the building , 

including the proposed roads ; 
i ) The direction of the north line relative to the plan of the building; 
j) Any existing physical features , such as wells, tanks, drains, pipe lines , high tension line, railway 

line, trees, etc .; 
k ) The ground area of the whole property and the break - up of the built -up area on each floor; 
1) A plan indicating parking spaces as required and provided under these regulations; 
m ) Overhead electric supply lines , if any, including space for electrical transformer / sub -station 

according to these regulations or as per the requirements of the electric distribution company . 
n ) Any water course existing on site ; 
o ) Existing alignments of water supply and drainage line ; 
p) Such other particulars as may be prescribed by the Municipal Commissioner . 


6 . 2 .5 


Sub -Division / Layout Plan - In the case of development of land , the notice shall be accompanied by 
the sub - division / layout plan which shall be drawn to a scale of not less than 1 :500 , however, for 
layout having areas of 4 .0 ha . and above, the plan shall be drawn to a scale of not less than 1: 1000 , 
containing the following: 
( a ) Scale used and north point; 
(b ) The location of all proposed and existing roads with their existing /proposed widths within the 

land ; 
( C ) Dimension of plots ; 
(d ) The location of drains, sewers, public facilities and services , electrical lines, natural water 

courses, water bodies and streams etc . 
Table indicating size, area and use of all plots in the sub -division/ layout plan ; 
The statement indicating the total area of the site , area utilized under roads, recreational open 
spaces, amenity spaces , playground , recreation spaces and development plan reservations/ 
roads, schools, shopping and other public places along with their percentage with reference to 
the total area of the site proposed to be sub -divided / laid out; 
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In case of plots which are sub -divided in built -up areas, in addition to the above, the means of 

access to the sub -division from existing streets ; 
(h ) Contour plan of site , wherever necessary . 


6 .2 .6 


Building Plan - The plans of the buildings with elevations and sections accompanying the notice 
shall be drawn to a scale of 1: 100 or to a scale as may be directed by the Municipal Commissioner 
and shall 

include floor plans of all floors together with the built -up area, clearly indicating the sizes of 
rooms and the position and width of staircases , ramps and other exit ways, lift -wells , lift 
machine rooms and lift pit details . It shall also include ground floor plan as well as basement 
plans and shall indicate the details of parking spaces, loading and unloading spaces provided 
around and within building as also the access ways and the appurtenant open spaces with 
projections in dotted lines, distance from any building existing on the plot in figured 
dimensions along with accessory building ; 
show the statement of built- up area of every flat or shop or any unit along with proportionate 
common built -up area attached to it and area of balcony and double height terraces, if any 
attached to the said unit; 

show the use or occupancy of all parts of the building; 
d) show exact location of essential services e.g. wc, sink , bath and the like; 
e) include sectional drawings of the building showing all sectional details ; 
f) show all street elevations; 
g ) give dimensions of the projected portions beyond the permissible building line; 
h ) include terrace plan indicating the drainage and the slopes of the roof ; 
i) give indications of the north point relative to the plans; and 
j) give dimensions and details of doors , windows and ventilators . 


6 .2.6 .1 Building Plans for Special Buildings :- For 


(i) 


multi-storied buildings which are more than 15m . height; or 


( ii ) 


special buildings like educational, assembly , mercantile, institutional, public and semi- public , 
industrial, storage and hazardous buildings having built -up area more than 500 sq . m on each 
floor ; or 


( iii ) 


mixed occupancies with any of the aforesaid occupancies mentioned in (ii ) above , having 
built-up area more than 500 sq . m on each floor ; 


the following additional information shall be furnished /indicated in the Building Plans, in addition to 
the items (a ) to (j) of Regulation no . 6 .2.6.: 
(a ) access to fire appliances/vehicles with details of vehicular turning circle and clear 

motorable access way around the building of minimum 6 mt. width ; 
(b ) size (width ) of main and alternate staircases , wherever necessary , along with balcony 

approach , corridor, ventilated lobby approach ; 
( c ) location and details of lift enclosures; . 
(d ) location and size of fire lift ; 
( e) smoke stop lobby/door, where provided ; 
(f) refuse chutes, refuse chamber, service duct, etc .; 
(g) vehicular parking spaces ; 
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(h ) refuge area , if any; 


(i) 


details of Building Services :- Air -conditioning system with position of fire dampers, 
mechanical ventilation system , electrical services, boilers , gas pipes etc ., 


(j) 


details of exits including provision of ramps, etc . for hospitals and buildings requiring 
special fire protection measures , 


(k ) location of generator, transformer and switch gear room ; 


(1) 


smoke exhauster system , if any ; 


(m ) details of fire alarm system network ; 


(n ) location of centralized control, connecting all fire alarm systems, built in fire protection 

arrangements and public address system etc. 


(0 ) location and dimensions of static water storage tank and pump room along with fire 

service inlets for mobile pump and water storage tank ; 


(p ) location and details of fixed fire protection installations such as sprinklers , wet risers , hose 

reels , drenchers, CO2 installation etc .; 


(q) location and details of first aid , fire fighting equipment s / installations. 


Provided further that , the provision of fire escape stair case shall be made as per Regulation 
No . 18 . 4 .4 
Provided further that , certificate of structural engineer about earthquake safety shall also be 
necessary . 


6 .2 .7 


Service Plan - Plans, elevations and sections of private water supply , grey water supply , sewage 
disposal system and details of building services, where required by the Authority , shall be made 
available on a scale not less than 1 : 100 in general and 1 : 1000 for layouts . 


6 . 2 .8 


Supervision - The notice shall be further accompanied by a certificate of supervision in the 
prescribed form given in Appendix B , by a licensed Architect / Engineer/ Structural Engineer, as the 
case may be. In the event of the said licensed technical personnel ceasing to be employed for the 
development work , further development work shall stand suspended till a new licensed technical 
person is appointed . 


6 . 2 . 9 Building/ Layout Permission Fee - The notice shall be accompanied by payment of Building 

Layout Permission Fee . The building permission fee or layout /subdivision of land fees shall be as 
decided by the Municipal Commissioner from time to time. 


6 .2. 10 


Development Charges - Development charges as required under Section 124A of the Act shall be 
deposited with the Planning Authority before issue of development permission / commencement 
certificate. In case of revised permission where no development is carried out in pursuance of the 
earlier permission , amount of difference of development charges , if any, shall be levied and 
recovered . In case of revised permission , where development is commenced in pursuance of earlier 
permission , development charges shall be levied on the land and built-up area , over and above the 
area covered in the earlier permission . 


6 . 2 . 11 


Premium charges and charges for Fungible FSI - Premium charges and charges for Fungible FSI 
as may be required to be recovered under these regulations shall be paid to the Planning Authority 
before issue of development permission / commencement certificate . The amount of premium 
collected shall be kept in a separate development fund called as “ Pune Infrastructure fund and shall 
be utilized for the purpose of developing new / up - gradation of infrastructure as well as 
implementation of Development Plan proposals and creation of civic amenities. 


महाराष्ट्र शासन राजपत्र, भाग एक - - पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ /पौष ३ - ९, शके १९३७ 
Tax clearance - The Municipal Corporation shall verify whether payment of Tax is up to date . 


6 . 2.12 


6 .3 Signing the Plan - 


All the plans shall be duly signed by the owner , co -owner, if any , and the Architect or Licensed 
Engineer / Structural Engineer / Supervisor and shall indicate his name, address and license number 
allotted by the Authority . 


6 .4 


Qualification and Competence of the Architect / Licensed Engineer / Structural Engineer / 
Supervisor and Registration of Developer - 


Architect/ Engineer / Structural Engineer / Supervisor referred to in Clause 6 . 3 shall be registered / 
licensed by the Authority as competent to plan and carry out various works as given in Appendix 
" C ". The qualification and procedure for registration and licensing of the Engineer / Structural 
Engineer / Supervisor / Developer shall be as given in Appendix - " C " . Architects registered with 
council of Architecture shall not be required to register with the Authority. 


6 .5 


Discretionary Powers : 


6 .5. 1 


Interpretation . 


In conformity with the intent and spirit of these regulations, the Municipal Commissioner may, 
(i ) decide on matters where there is doubt / error in interpretation of these Regulations. 


(ii) decide the extent of the proposal of development plan with respect to survey number, where 

boundaries of the survey number shown on development plan varies with the boundaries as per 
revenue record / measurement plan / city survey sheets . 


( iii) determine and establish the location of zonal boundaries in exceptional cases, or in cases of 

doubt or controversy ; 


( iv ) decide the alignment of development plan road , where the street layout actually on the ground 

varies from the street layout as shown on the Development Plan ; 


( v ) 


decide the alignment of blue and red flood line on development plan where it varies with the 
said lines given by the irrigation department or any other Government institutions dealing with 
the subject, from time to time; 


(vi) authorise erection of a building or use of premises for a public service undertaking for public 

utility purposes only , where he finds such authorisation to be reasonably necessary for the 
public convenience and welfare, even if it is not permitted in any Land Use Classification , 


(vii) decide the alignment of development plan road if it differs from alignment in earlier sanctioned 

development plan or alignment actually carried out on site. 


6 .5 . 2 Relaxation . 


In specific cases , where a clearly demonstrable hardship is caused , the Municipal Commissioner may 


(i) permit any of the dimensions / provision prescribed by these regulations to be modified provided 
the relaxation sought does not violate the health safety , fire safety , structural safety and public safety 
of the inhabitants of the buildings and the neighborhood . However, no relaxation for the setback 
required from the road boundary or F . S .I. or parking requirements shall be granted under any 
circumstances, unless otherwise specified in these regulations. 


While granting permission under (i) conditions may be imposed on size , cost or duration of the 
structure, abrogation of claim of compensation , payment of deposit and its forfeiture for 
noncompliance . 
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6 .5 .3 Temporary Constructions - The Municipal Commissioner may grant permission for temporary 

construction for a period not exceeding six months at a time and in the aggregate not exceeding for a 
period of one year, such a permission may be given by him for the construction of the following, 


viz .: 


(i) 


Structures for protection from the rain or covering of the terraces during the monsoon only . 


(v ) 


Struct 


( ii ) Pandals for fairs , ceremonies , religious function, etc . 
( iii ) Structures for godowns/ storage of construction materials within the site . 
(iv ) Temporary site offices and watchman chowkies within the site only during the phase of 

construction of the main building. 

Structures of exhibitions/ circuses etc . 
( vi) Structures for storage of machinery, before installation for factories in industrial lands within 

the site . 
(vii ) Structures for ancillary works for quarrying operations in conforming zones. 
( viii) Governmentmilk booths and telephone booths. 
( ix ) Transit accommodation for persons to be rehabilitated in a new construction . 


( x ) 


Structures for educational and medical facilities within the site of the proposed building during 
the phase of planning and constructing the said permanent buildings . 


(xi) Ready mix concrete plant. 


Provided that, temporary constructions for structures etc . mentioned at ( iii ), ( iv ), (vi) , ( ix ) and ( x ) 
may be permitted to be continued temporarily by the Municipal Commissioner, but in any case not 
beyond completion of construction of the main structure or building and that structure in ( vii ) may be 
continued on annual renewal basis by the Municipal Commissioner beyond a period of one year. 


6 .6 Grant or Refusal of permission 


6 .6 . 1 


The Authority may either sanction or refuse the plans or may sanction them with such modifications 
or directions as it may deem necessary after having recovered the necessary charges and there upon 
shall communicate its decision to the person giving the notice in the prescribed form given in 
Appendix D1/D2/D3 and E1/ E2 as the case may be. Such approval shall also be deemed to have been 
granted under relevant provisions of the Maharashtra Municipal Corporation Act , 1949 . 


6 .6 . 2 


(i) 


The building plans for buildings identified in Regulation no . 6 .2 . 6 . 1 shall also be subject to the 
norms of Maharashtra Fire Prevention and Life safety Act , 2006 and NBC , 2005 . 


(ii) 


In case of land subdivision or plotted layout, tentative layout shall be recommended for 
demarcation at first instance. After having demarcated the layout by the Land Records 
Department, the owner shall submit the demarcated layout for final approval to the Authority 
and the Authority shall examine the provision laid down in Regulation no .6 .8 and grant final 
approval if it is in accordance with the layout recommended for demarcation and confirming to 
the regulations . This shall also be mandatory to Group Housing Scheme where roads in the 
adjoining layouts / Development Plan roads are to be coordinated and /or amenity space is to be 
earmarked . 


6 .6 .3 


If within sixty (60) days of receipt of the notice, the Authority fails to intimate in writing to the 
person who has given the notice , of its refusal or sanction or sanction with such modifications or 
directions, the notice with its plans and statements shall be deemed to have been sanctioned . 


Provided nothing shall be construed to authorise any person to do anything on the site of the 
work in contravention or against the terms of lease or titles of the land. 

Provided further that, the development proposal, for which the permission was applied for, is 
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strictly in conformity with the requirements of provisions of these regulations, or regulations framed 
in this behalf under any law for the time being in force and the same in no way violates either 
provisions of any draft or final plan or proposals published by means of notice, submitted for 
sanction under the Act . 

Provided further that any development carried out in pursuance of such deemed permission 
which is in contravention of the provisions mentioned above, shall be deemed to be an unauthorised 
development for purposes of Sections 52 to 57 of the Maharashtra Regional and Town Planning Act, 
1966 and other relevant Acts. 

Provided further that upon receipt of intimation of any claim for deemed permission , the 
Authority shall within fifteen days from the date of receipt of such claim , communicate its remarks , 
if any , regarding deemed permission to the applicant, failing which , the proposal shall be approved 
and commencement certificate and one set of duly approved plans for proposed development shall be 
issued to the applicant within fifteen days thereafter . 

Provided further that necessary explanation shall be called from the concerned officer of the 
Authority for not processing and disposing of the proposal within 60 days. 


6 . 6 .4 


After the plan has been scrutinised and objections have been pointed out, the owner giving notice 
shall modify the plan , comply with the objections raised and resubmit it. The prints of plans 
submitted for final approval , shall not contain superimposed corrections. The authority shall grant or 
refuse the commencement certificate / building permit within 60 days from the date of resubmission . 
No new objections shall be raised when they are resubmitted after compliance of earlier objections, 
except in circumstances to be quoted for additional compliances. 


6 . 7 Commencement of work 


The commencement certificate / development permission shall remain valid for 4 years in the 
aggregate but shall have to be renewed every year from the date of its issue. The application for 
renewal shall be made before expiry of one year if the work is not already commenced . Such renewal 
can be done for three consecutive terms of one year after which proposals shall have to be submitted 
to obtain development permission afresh . If application for renewal is made after expiry of the 
stipulated period during which commencement certificate is valid , then the Authority may condone 
the delay for submission of application for renewal by charging necessary fees; but in any case , 
commencement certificate shall not be renewed beyond 4 years from the date of commencement 
certificate / development permission . 


Provided that , no such renewal shall be necessary if the work is commenced within the 
period of valid permission and such permission shall remain valid till the work is completed . 


For the purpose of this regulation , " Commencement" shall mean as under : 


(a ) For layout, sub-division and amalgamation 


Final demarcation and provision of water 
bound macadam roads complete . 


(b ) For a building work including additions and 

alterations . 


Construction of basement upto ground 
| level slab or construction of building at 
| plinth level whichever is minimum . 


(C ) 


For bridges and overhead tanks 
construction . 


Foundation and work up to the base floor . 


(d ) For underground works 


Foundation and work upto 
underground floor. 


floor of 
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In case of land subdivision / group housing schemes , it shall be the responsibility of the owner / 
developer to construct all infrastructure including roads with asphalting, storm water drains, sewer 
lines, water supply lines, development of recreational open spaces etc . In case of land sub -division , 
these works shall generally be completed within two years and phase wise building permission shall 
be granted depending upon the percentage of infrastructure work completed . The layout plots should 
be released for construction in stages according to infrastructure work completed . The condition to 
that effect shall be incorporated in the commencement certificate . In case of group housing scheme, 
these works shall be completed before completion of the project and occupancy certificate shall be 
granted phase wise as per completion of infrastructure work . 


After handing over roads and infrastructure to the corporation after completion of scheme, the 
responsibility of maintenance shall lie with the corporation . 


7 . 0 


PROCEDURE DURING CONSTRUCTION 


7 . 1 


Owner / Architect / Developer / Engineer / Structural Engineer / Supervisor or any licensed 
Technical persons liability: - Neither the grant of permission nor approval of the drawing nor 
inspection by the Authority during erection of the building, shall in any way relieve the Owner / 
Architect / Developer / Engineer / Structural Engineer / Supervisor or any licensed Technical persons 
of such building / development, from full responsibility for carrying out the work in accordance with 
these Regulations and safety norms as prescribed by the Bureau of Indian Standards. 


7 . 2 


Documents at site - 


( i) 


Development Permission : The person to whom a development permission is issued shall 
during construction , keep - 


(a ) posted at a conspicuous place on the site for which permission has been issued , a copy of 

a development permission ; and 


(b ) a copy of the approved drawings referred to in Regulation no .6 .6 on the site for which the 

permission was granted . 


( ii) Display board : Display board mentioning name of the owner, name of architect, name of 

structural engineer , except for small individual plot holders . 


7 . 3 


Deviation during constructions- If during construction of a building any departure of a substantial 
nature from the sanctioned plans is intended by way of internal or external additions , sanction of the 
Authority shall be necessary . A revised plan showing the deviation shall be submitted and the 
procedure laid down for the original plans shall apply to all such amended plans. Any work done in 
contravention of the sanctioned plans, except any changes made within the internal layout of a 
residential or commercial unit which do not violate FSI or other regulations, without prior approval 
of the Authority shall be deemed as un -authorised . 


7 . 4 


Completion Certificate - The owner through his licensed surveyor / engineer / structural engineer / 
supervisor or his architect, as the case may be, who has supervised the construction , shall furnish a 
building completion certificate to the Authority in the form in Appendix F . This certificate shall be 
accompanied by three sets of plans of the completed development, the certificate about the operation 
of the lift from consultant and certificate of structural stability / compliance issued by R . C .C . 
consultant, wherever necessary . 


महाराष्ट्र शासन राजपत्र, भाग एक - - पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ /पौष ३ - ९, शके १९३७ 
Occupancy certificate - The Authority after inspection of the work and after satisfying himself that 
there is no deviation from the sanctioned plans, issue an occupancy certificate in the form in 
Appendix - G or refuse to sanction the occupancy certificate in Appendix - H within 21 days from 
the date of receipt of the said completion certificate , failing which the work shall be deemed to have 
been approved for occupation , provided the construction conforms to the sanctioned plans. One set of 
plans, certified by the Authority , shall be returned to the owner along with the occupancy certificate . 
Where the occupancy certificate is refused or rejected , the reasons for refusal or rejection shall be 
given in intimation of the rejection or the refusal . 

The applicant may request for deemed occupancy certificate if eligible as above. Municipal 
Commissioner shall issue the deemed occupancy certificate within 15 days of the application . 


7 .6 


Part occupancy certificate :- When requested by the holder of the development permission , the 
Authority may issue a part occupancy certificate for a building or part thereof, before completion of 
the entire work , as per development permission , provided sufficient precautionary measures are taken 
by the holder to ensure public safety and health . The occupancy certificate shall be subject to the 
owners indemnifying the Authority in the form in Appendix I . 


8 .0 


INSPECTION 
The Authority shall have the power to carry out inspection of the work under the provisions of the 
Act , at various stages to ascertain whether the work is proceeding as per the provisions of regulations 
and sanctioned plan . 


9 . 0 


UNSAFE BUILDINGS 
All unsafe buildings shall be considered to constitute danger to public safety and hygiene and 
sanitation and shall be restored by repairs or demolished or dealt with as otherwise directed by the 
Authority . The redevelopment of such buildings shall be as per the provisions of the Regulation no . 
25 .8 


10 . 0 


10 .1 


OFFENCES AND PENALTIES 
Offences and penalties:- Any person who contravenes any of the provisions of these regulations / 
any requirements or obligations imposed on him by virtue of these regulations including the 
maintenance of fire protection services and appliances and lifts in working order or who interferes 
with or obstructs any person in the discharge of his duties shall : 
(a ) be guilty of an offence and upon conviction shall be punished with a fine as fixed by the 

Municipal Commissioner and as stipulated in Section 52 of The Maharashtra Regional and 

Town Planning Act, 1966 ; 
(b ) be subject to further suitable actions including demolition of unauthorised works, as stipulated 

under Section 53 of The Maharashtra Regional and Town Planning Act , 1966 ; 
( c) in case of Licensed Engineer / Structural Engineer / Supervisor, subject to suitable action 

against him which may include cancellation of license and debarring him from further practice/ 

business for a period as decided by the Authority ; 
(d ) in case of registered architects , subject to action of the Council of Architecture as per the 

provisions of Architects Act, 1972 on the report of the Municipal Commissioner . 
Revocation of Permission : 
1 ) Without prejudice to the powers of revocation conferred by Section 51 of the Act the Authority 

may, after giving the opportunity of being heard , revoke any development permission issued 
under these regulations where it is noticed by it that there had been any false statement or any 
misrepresentation of material fact in the application on the basis of which the development 
permission was issued and thereupon the whole work carried out in pursuance of such 
permission shall be treated as unauthorised . 
In the case of revocation of the permission under sub - regulation ( 1 ), no compensation shall be 
paid. 


10 . 2 . 


2 ) 


In 


Elo 
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3) Further the concerned person / applicant is subject to proceedings under the Indian Penal Code 

for making false statement before the public Authority . However, the decision to file a case 
shall be done under the express permission of the Municipal Commissioner. 


11 . 0 


AMENDMENT TO APPENDICES 

The Municipal Commissioner may amend the Appendices A to I in these regulations, as and 
when necessary. 


&C 
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PART II 


GENERAL LAND DEVELOPMENT REQUIREMENTS 


12 .0 


REQUIREMENTS OF SITE 


12 . 1 


SITES NOT ELIGIBLE FOR CONSTRUCTION OF BUILDING 
No piece of land shall be used as a site for the construction of building 
( a) If the Authority considers that the site is insanitary, incapable of being well drained or it is 

dangerous to construct a building on it ; 


(b ) 


If the entire site is within a distance of 6 m . from the edge of water mark of a minor water 
course and 15 m . from the edge of water mark of a major water course shown on 
Development Plan or village/ city survey map or otherwise , 


Provided that where a minor water course passes through a low lying land without any 
well -defined banks, the owner of the property may be permitted by the Authority to restrict 
and or to realign the same within the same land according to cross section available with the 
Corporation , modified from time to time. 


(C ) 


If the owner of the plot has not shown to the satisfaction of the Authority all the measures 
required to safeguard the construction from constantly getting damped ; 


If the use of the site is for the purpose , which will be a source of annoyance to the health 
and comfort of the inhabitants of the neighbourhood ; 


(e ) 


If the proposed use of land or occupancy of the building on the site does not conform to the 
land use proposals in the development plans or Zoning Regulations, 
If the level of the site is less than prescribed datum level depending on topography and 
drainage aspects ; 
If it doesn t derive access from an authorised street /means of access described in these 
Regulations ; 


If the land is within a prohibited distance (currently of seventy five meters) from the crest 
of the outer parapet of the Armament Research and Development Establishment (ARDE), 
Range Pashan , Pune ; 


If the land is within a prohibited distance of approximately 457 .2 m (500 yards) from the 
crest of the outer parapet of the High Energy Materials Research Laboratory (HEMRL ), 
Sutarwadi, Pune as shown on Development Plan ; 


If the site is hilly and having gradient more than 1:5 ; 


(1) 
( k ) 


If the site is not developable by virtue of restrictions imposed under any law or guidelines of 
any Government department. 


12 . 2 


DISTANCE OF SITE FROM ELECTRIC LINES 


No structure including veranda or balcony shall be allowed to be erected or re - erected or any 
additions or alterations made to a building on a site within the distance quoted in Table No.2 
below in accordance with the prevailing Indian Electricity Rules and its amendments from time to 
time between the building and any overhead electric supply line. 
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Table No.2 


Electric Lines 


Vertically (m . ) 


Horizontally (m .) 

(3 ) 


( 2 ) 


25 


1.2 


3 . 7 


1 . 2 


( a ) Low and medium voltage Lines 
and Service Lines . 
(b ) High voltage lines upto 11, 000 V . 
(c) High voltage lines above 11, 000 V 
and upto 33, 000 V . 
(d) Extra High voltage line beyond 
33 , 000 V . 


3. 7 


2 . 0 


3 . 7 

2 .0 
(Plus 0 . 3 m . for every (Plus 0 . 3 m . for every 
additional 33 , 000 V . or additional 33 , 000 V . 
part thereof) 

or part thereof) 


Note : 
The minimum clearance specified above shall be measured from maximum sag for vertical 
clearance and from maximum deflection due to wind pressure for horizontal clearance . 


12 . 3 


CONSTRUCTION WITHIN FLOOD LINE 
Construction within flood line of river 
i) Area between the river bank and blue flood line (Flood line towards the river bank ) shall be 

prohibited zone for any construction except parking, open vegetable market, garden , lawns , 
open space, cremation and burial ground , or like uses, provided the land is feasible for 
utilization . 


ii) 


iii ) 


The construction in the area between blue flood line and red flood line may be permitted 
above the red flood line level. 
If the area between the river bank and blue flood line or red flood line forms the part of the 
entire plot in developable zone i.e. residential , commercial, public -semi-public , industrial, 
then , FSI of this part of land may be allowed to be utilised on remaining land . 
The blue and red flood line shall be as marked by the Irrigation Department or any other 
Government institutions dealing with the subject . 


iv ) 


12 . 4 


DEVELOPMENTWITHIN 30 M . FROM RAILWAY BOUNDARY 


Any construction within 30 m . from railway boundary shall be subject to restrictions as may be 
specified by the Railway Authority from time to time 


12 . 5 


ENVIRONMENTAL CLEARANCE 


Environmental clearance certificate shall be obtained for the project which needs clearance from 
the said Authority , as may be prescribed by the Ministry of Environment from time to time. 


12 . 6 


RESTRICTIONS IN THE VICINITY OF AIRPORT 
Height restriction in the vicinity as well as the funnel of the Airport , as may be specified by the 
concerned authority from time to time, shall be observed . 


12 . 7 


RESTRICTIONS IN THE VICINITY OF ANCIENT MONUMENTS 
1) Monuments protected under Ancient Monuments and Archaeological Sites and Remains Act, 

1960 . 
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Following restrictions for Development in the vicinity of the declared monuments as 
prescribed under the Ancient Monuments and Archaeological Sites and Remains Act, 1960 
shall be observed . 
i) No construction activity is permissible within 100 meters distance. 
ii ) Beyond 100 m . and 300 m . construction is permissible upto a height 9. 0m . oras specified 

by Archaeological Survey of India from time to time. 
Following are the declared monuments as of now . 

a ) Cave temple of Bhambhurda 
b ) Old citadel known as Shaniwarwada 

c) Aga Khan Palace Building. 
Monuments protected under Maharashtra Ancient Monuments and Archaeological Sites and 
Remains Act, 1960. 

The restrictions for Development in the vicinity of following ancient monuments as 
prescribed under Ancient Monuments and Archaeological Sites and Remains Act, 1960 shall 
be observed . 


a ) Nageshwar Temple 
b ) Vishrambaug Wada 
c) Mahatma Phule Wada 


d ) Saint Krispin Chruch 
The following shall be the restricted area for Mahatma Phule Wada. 


Side 


Sr. 
No 


Boundary CTS No ./ landmark 


| Distance measured from 
Compound wall of Mahatma 

Phule Wada 
50m . 


1 


East 


429 , 430 , 431 , 432C , 432B , 432A , 
467 , 468 , 487A, 487B , 489 
CTS No. 551, 533 , 508 , 578 , 580 


| 50m . 


2 
3 


North 
West 
South 


40m . 


Chambhar ali 
Lohiya Nagar road 


4 


58m . 


The restriction in above area around Mahatma Phule Wada shall be as given below 


a ) Prohibition on any new construction & other construction on open land 
b ) Prohibition on any addition /alteration, repair and renovation , which will change 

facade of existing building. 
c ) Prohibition on tree cutting. 
d ) Prohibition on the use of land . 


12 .8 


DEVELOPMENT ALONG HIGHWAYS / CLASSIFIED ROADS 


The development along the highways shall be subject to the provisions of National Highways Act, 
1956 and State Highways Act , 1955 and orders issued by Ministry of Surface Transport , Go I and 
Public Works Department in this regards , from time to time. 

A service road of 12 m . wide shall be provided along National and State Highways on 
both sides. 


609 
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DEVELOPMENT WITHIN 500 M . FROM THE PRISON PREMISES 
The development within 500 m . from the prison premises is restricted . However, it may be 
permitted with prior consent of the committee constituted in this regard vide government order 
No.UOR -81-2013 -UD - 11 , Dated 4 December, 2013 and TPB -4315 /146 /CR - 113 /2015 /UD - 11, 
dated 6th august 2015 . This provision shall be subject to the orders issued by the Government from 
time to time. 


12 .10 


AUTHORITIES TO SUPPLY COMPLETE INFORMATION TO CORPORATION 


It is the duty of the concerned authority putting restrictions as per their respective legislations/ 
regulations/ rules as mentioned above to submit to the Corporation full details of restrictions 
( including graded restriction , if any) along with the relevant map detailing restrictions. In the 
interest of increasing ease of doing business , no individual applicant should be required to 
approach the concerned departments for NOC . However it is the duty of the applicant to ensure 
that restrictions informed by the authorities are followed scrupulously . The Municipal 
Commissioner shall ensure compliance of the restriction informed by the concerned authorities 
while sanctioning the development permission . 


13.0 MEANS OF ACCESS 


13 .1 Every plot / building whether existing or proposed , shall have means of access as required in these 

Regulations. 


13 . 2 


Every person who erects a building shall not at any time erect or cause or permit to erect or re 
erect any building which in any way encroaches upon or diminishes the area set apart as means of 
access . 


14 . 0 REGULATIONS FOR LAND SUB - DIVISION AND LAYOUT 


14 .1 OBLIGATION TO PREPARE LAYOUT 


Building layout or Sub -division proposal shall be submitted for the following: 


(i) 


When more than one building , excepting accessory buildings in the case of residential 
building , is proposed on any land , the owner of the land shall submit proposal for proper 
layout of building. 


(ii ) When development and redevelopment of any land which includes division and sub - division 

or amalgamation of plots for various land uses is proposed . 


14 . 2 ROADS / STREETS IN LAND SUB -DIVISION OR LAYOUT 


A ) For Residential Development - The plots shall abut on a public means of access like street / 

road . Minimum width of access / layout road / internal road in any development proposal / 
sub -division / group housing shall be as given in Table No. 3 (a ). 


Table No . 3 (a ) 


Sr.No. Length of Means of accessWidth ofMeans of access in 
in m . 

m . 


uptol50 


9 .00 


above 150 and to upto300 


12 .00 


iii 


more than 300 


15 . 00 
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B ) For Other than Residential Development - The minimum width of access / layout road / 

internal road in any development proposal other than residential (for commercial/ industrial 
use) shall be as given in Table No. 3 ( b ) . 


Table No. 3 (b ) 


Sr.no. 


Length ofMean of access 

in m . 


Width ofMeans of access 

in m . 


Upto 75 


12 


ii 


Above 75 to 150 


| Above 150 


18 or more 


NOTE – 1 The means of access shall be clear of required marginal distances from the existing 
building line. The developments on plots shall be permitted if it is accessible by the authorized 
public street existing or road from the sanctioned layout. 
NOTE – 2 For layout or part of layout where plots of 50 sq.m .or less are proposed for Economical 
Weaker Sections ( EWS), 4. 5 wide road of length upto 60 m . and 6 m . wide road of length upto 
100 m . maybe permitted so that EWS plots shall abut on both sides of such 6 m . wide road . 
C ) In case of group housing schememinimum width of internalmeans of access shall be as under 


Table No. 3 (c ) 


Length of Mean of access 

in m . 


Width of Means of access 

in m . 


No . 


Upto 150 


7 .50 


Above 150 to 300 


9 .00 


Above 300 to 600 


12 . 00 


Above 600 


15 .00 


14 .2 . 1 


NOTE – It shall be necessary to provide through roads, in group housing scheme of area more 
than 2 Hectare , so as to coordinate the adjoining major road link ( 15 m and above ) or give way to 
new road link for adjoining area . The road width required for such road link shall be as per Table 
No. 3 ( a ). This shall not bar coordination of smaller width roads approaching from adjoining area , 
if owner so desires. Further the authority may insist on coordination of smaller width road from 
adjoining area , if required from planning point of view . 
Pathways - In case of group housing scheme / campus planning, a pedestrian approach to the 
buildings from road / street / internal means of access, wherever necessary , shall be through paved 
pathway of width not less than 3.0 & 4. 5m ., provided its length measured from farthest building is 
not more than 60 m . and 100 m . respectively from the main / internal means of access. If the 
length is more than 100m ., then regular street as provided in Table No. 3 (c) shall be necessary . 
The marginal distances shall not be required from such pathways . However, distance between two 
buildings shall be maintained . This provision of pathway shall not apply to development under 
Regulation no .25 .4 
The length of means of access shall be determined by the distance from the farthest plot (or 
building) to the public street. The length of the subsidiary access way shall be measured from the 
point of its origin to the next wider road on which it meets . 


14 . 2 .2 
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O 


14 .2.3 While granting the development permission for land sub -division or group housing/campus 

planning, it shall be necessary to co -ordinate the roads in the adjoining lands subject to provisions 
mentioned in Regulation no . 14. 2. C – NOTE . 


14 .2.4 


In congested areas , plots facing street / means of access less than 4 .5 m . in width , the plot 
boundary shall be shifted to be away by 2 .25 m . from the central line of the street/ means of access 
way to give rise to a new street / means of access way of width of 4 . 5 m . clear from the structural 
projections. In this case , no separate setback from revised plot boundary is required . 


14 .2.5 Means of access shall be levelled , metalled , flagged , paved , sewered , drained , channelled , lighted , 

laid with water supply line and provided with trees for shade (wherever necessary ), free of 
encroachment and shall be maintained in proper condition . 


14 . 2 .6 


If any private street or any other means of access to a building is not constructed & maintained as 
specified above , the authority may by written notice require the owner or owners of the several 
premises fronting or adjoining the said street or other means of access or abutting thereon or to 
which access is obtained through such street or other means of access or which shall benefit by 
works executed to carry out any or more of the aforesaid requirements in such manner and within 
such time as the authority shall direct. If the owner or owners fail to comply with this direction , 
the authority may arrange for its execution and recover the expenses incurred from the owner / 
owners. 


14 . 2. 7 


Access from the Highways/ classified roads: Generally the plot / building along Highway and 
classified roads shall derive access from service road . However, highway amenities like petrol 
pump , hotel, etc. may have an access direct from Highways. The above shall be subject to the 
provisions of National Highway Act, 1956 and State Highways Act, 1955 . 
For building identified in Regulation no. 6 .2 .6 . 1 , the following additional provisions of means of 
access shall be ensured ; 
(a ) The width of the main street on which the building abuts shall be as specified in these 

regulations. 
(b ) The marginal distances on its all sides (see Regulation no . 16 .6 ) shall be minimum 6 m . and 

the layout for the same shall be approved taking into consideration the requirements of fire 
services, and the margins shall be of hard surface capable of taking the weight of fire engine , 
weighing up to 45 tonnes. The said marginal distances shall be kept free of obstructions and 

shall be motorable . 
(c) Main entrances to the plot shall be of adequate width to allow easy access to the fire engine 

and in no case it shall measure less than 4 .5 m . The entrance gate shall fold back against the 
compound wall of the premises , thus leaving the exterior access way within the plot free for 
movement of fire engine / fire service vehicles. If main entrance at boundary wall is built 
over, the minimum clearance shall be 4 . 5 m . and turning radius of 9 .0 m shall be provided for 
fire fighting vehicle movement. 


14 .2. 9 In addition to the provisions of Regulation No. 14 .2 , Cul-de-sacs giving access to plots and 

extending upto 150 m . normally and 275 m . maximum with an additional turning space at 150m . 
may be allowed only in residential area , provided that Cul -de -sacs would be permissible only on 
straight roads and further provided that cul-de - sacs ends shall be higher in level than the level of 
starting point. The turning space, in any case shall be not less than 81 sq. m . in area with no 
dimension being less than 9 m . 


14 .2 . 10 


Areas under roads shall be handed over to the Planning Authority by way of deed after 
development of the same, within such period as may be specified in commencement letter / 
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development permission , for which nominal amount of Re. 1/ - may be paid by the Planning 
Authority . 


14 .2 .11 


Intersection of Roads - At junctions of roads meeting at right angles, the rounding off at the 
intersection shall be done , with the tangent length from the point of intersection to the curve being 
1/2 the road width across the direction of tangent as given below . The building shall also set back 
at required marginal distance from this rounding off. 


. 


CLISSE 


༤༤༤༤༤༤༤༤༤ 


VA 


W 


Fig . 1 - Rounding off intersections at junctions 


Fig .2 . - Rounding off intersection at junctions. 


14 .2 . 12 


For junctions of roads meeting at less than 60 degree, the rounding off or cut or similar treatment 
shall have tangent length of U and V from the intersections point as shown in fig. 2 . The tangent 
length at obtuse angle junction shall be equal to half the width of the road from which the vehicle 
enters as shown in fig . 2 . Provided however, that the radius for the junction rounding shall not be 
less than 6 m . 


14 . 3 RECREATIONAL OPEN SPACES 


14 .3 . 1 


In any layout or subdivision or any development of land for any use / zone admeasuring 0 . 20 Ha. or 
more after deducting D . P . road and reservation area , if any, 10 % of the entire holding area shall be 
reserved as recreational open space which shall as far as possible be provided in one place . In case 
of land admeasuring more than 0 .8 Ha., recreational open space may be allowed to be left at 
different locations in the same layout, provided that the size and other dimensions conform to the 
provisions herein below . 

Provided that , the above-mentioned area of 0. 2 Ha . shall be measured with reference to 
original holding as on 11thJanuary 1967 and not with reference to sub - divided holding in revenue / 
city survey record thereafter without the permission under the Maharashtra Regional & Town 
Planning Act, 1966 . If such sub -divided holding in revenue/city survey record admeasures less 
than 0 . 20 , then 10 % open space shall be left which shall not be in any case less than 200 sq .mt. , in 
such cases . 

Provided further that, in case of lands declared surplus or retainable under Urban Land 
(C & R ) Act, 1976 , if the entire retainable holding or entire surplus holding independently 
admeasures 0 .2 Ha ., or more, then 10 percent recreational open space shall be necessary in 
respective holding 

Provided further that such recreational open space shall also be necessary for group 
housing scheme or campus/ cluster planning for any use / zone. 

Provided further that, no such open space shall be necessary in case of layout or 
sub -division of plots from already sanctioned layout by the Authority where the requisite 
recreational open space has already been left in the sanctioned layout. 

Provided further that no such open space shall be necessary for development of the 
reservations in the development plans designated for the purpose other than residential. 
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In case of development of land for educational purpose , in lieu of 10 % recreational open 
space, 40 % of the gross area ( or as decided by the Government from time to time) shall be 
earmarked for playground . Notwithstanding anything contained in this rule , the shape and location 
of such open space shall be such that it can be properly used as playground . 


14 . 3 . 2 


The owner shall give an undertaking that the recreational open space shall be for the common use 
of all the residents or occupants of the layout / building unit. 


a) On sanction of the development permission , the recreational open space shall deemed to have 

vested in the society / association of the residents / occupants except otherwise specified . In 
case such society or association is yet to be formed, the owner shall give undertaking to the 
Municipal Commissioner that he will transfer the recreational opens pace to the society / 
association whenever it is formed. The recreational open space shall not be sold to any other 
person and it shall not be put to any other user except for the common use of residents / 
occupants as mentioned in Regulation no. 14 . 3 . 7 . 


b ) If the authority is convinced that there is misuse of open spaces, it shall take over the land of 

recreational open space. 
14 .3. 3 No permission shall be granted to delete / reduce open spaces of the existing sanctioned layout / 

sub -division . However, while revising the layout, such recreational open space may be rearranged 
without decrease in area subject to minimum prescribed area under these Regulations with the 
consent of plot / tenement holders / co -owners ; but such revision of recreational open space area 
shall ordinarily not be allowed after a period of 4 years from the first sanction . 


14. 3.4 


The open spaces shall be exclusive of means of accesses / internal roads / designations or 
reservations in development plan roads and areas for road widening. 


14.3.5 Such recreational open space may be allowed to be left in green belt area shown on the 

development plan excluding 15 m belt along river and 9. 0m along nala , provided , such 
recreational space is sizable . However, constructions in this recreational open space area shall be 
as allowed in regulation no .15.8 . 


14. 3.6 Minimum dimensions - The minimum dimensions of such recreational open space shall be not 

less than 10m . and if the average width of such recreational open space is less than 20m . the length 
thereof shall not exceed 2 1/2 times the average width . 


14 . 3 . 7 


If required , structure and uses which can be permitted free of FSI in the recreational open spaces 
shall be as under : 
1 ) There may be maximum two storeyed structure with maximum 15 % built up area of 

recreational open space , out of which 10 % built up area shall be allowed on ground floor and 

remaining 5 % can be permitted on 1st floor. 
2 ) The structures used for the purpose of pavilion , gymnasia , fitness centre, club house , 

vipashyana and yoga centre , crèche, kindergarten , library , water tank , electric sub -station , 
generator set, pump houses, garbage treatment, public health out post / centre or other 

structures for the purpose of sports and recreation activity may be permitted . 
3) No detached toilet block shall be permitted . 


4) A swimming pool may also be permitted in such a recreational open space . The ownership of 

such structures and other appurtenant users shall vest in all the owners on account of whose 
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cumulative holdings , the recreational open space is required to be kept in the land . 
5) The proposal for the construction of such structure should come as a proposal from the 

owner/s, owners society / societies or federation of owners societies and shall be meant for 

the beneficial use of the owners / members of such society / societies / federation of societies . 
6 ) The remaining area of the recreational open space shall be kept open to sky and properly 

accessible to all members as a place of recreation , garden or a playground . 
7 ) The owners society / societies , the federation of the owners societies shall submit to the 

Authority , a registered undertaking agreeing to the conditions in ( 5 ) & (6 ) above while 
obtaining permission for the above said construction . 


14 . 3 .8 Every plot meant for a recreational open space shall have an independent means of access. In case 

of group housing scheme, if such recreational open space is surrounded by buildings and is meant 
for use by the occupants of those buildings, then independent means of access may not be insisted . 


14.4 PROVISION FOR AMENITY SPACE 


In any layout or development proposal , amenity space of 15 % on gross area excluding reservation 
in development planshall be provided while granting permission to the layout / development 
proposal. This amenity space shall be handed over to the authority before making a claim of 
Amenity TDR /FSI or Occupancy Certificate . 

If the owner on the requirement of Municipal Commissioner, surrenders the land along 
roads, not less than 18 . 0 m wide road , for specific purposes, such as city bus pick - up shed on 
specified road , public convenience , hawkers zone or like purposes , then aforesaid quantum of 
Amenity Space may be reduced by 40 % ( For example : city bus pick - up area with about 6 . 0m 
depth and 70.0m length along road , similar width for hawkers , no dimensional restriction for 
public convenience.) 

This amenity space shall be deemed to be a reservation in development plan and Floor 
Space Index ( FSI) in lieu thereof may be made available in -situ (on remaining land ). The 
calculation of this in - situ FSI shall be shown on the layout / building plan . If the owner desires to 
have TDR against it, instead of in - situ FSI, then hemay be awarded TDR . 


Provided that, if there is any development plan reservation , then area of such reservations 
shall be adjusted against this amenity space and the owner of the said land shall not be required to 
part with the area for the amenity space to that extent. However , such area under reservation shall 
be handed over to the planning authority at the time of approval of the development proposal. If 
the owner possesses land at different locations then he may be allowed to earmark the amenity 
space at one of such locations, provided such location is not inferior as compared to the all 
locations considered together. 

Provided further that, the Municipal Commissioner shallensure that amenity space shall be 
earmarked in the layout so that after amalgamating the amenity spaces in the adjacent layouts , it 
becomes larger in area. It shall be approachable by minimum 12 m . wide road except the cases 
where 12 m . approach road to the site is not available . 

Provided further that, the Municipal Commissioner , instead of taking over the amenity 
space, may allow the owner to develop the amenity space for following specific uses required in 
the area , on terms and condition ( including accessibility of the schools and hospitals to the 
common public ) as may be decided by him . These amenities shall be open for general public . In 
such cases, no in -situ FSI or TDR shall be allowed . 
i) Primary and Secondary School, ii) Dispensaries , Hospitals, iii) Night Shelter, iv ) Gardens . 

The generation of TDR or in - situ FSI shall be equivalent to the quantum mentioned in 
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Regulation No. 23.0 which deals with TDR . 

Provided further that, if the amenity space is less than400 sq.mt. in area , then it may be 
exempted from the provision of this regulation subject to payment of premium to the Corporation 
equivalent to 35 % of the value of the land as per Annual Statement of Rate of respective year , if 
desired by the owner . 

Provided further that, this regulation shall not be applicable to Regulation No. 15 .6 (v ), 
wherein separate provision for land for public amenities / utilities is made . 

Provided further that, this regulation shall not be applicable where entire development 
permission is for amenities specified in definition of amenity space . 

Provided further that, this regulation shall not be applicable to the congested area shown 
on development plan . 

Provided further that, this regulation shall not be applicable for revision of earlier 
sanctioned development permissions where no space is available for earmarking amenity space. 
However , this exemption shall be subject to payment of premium to the Corporation equivalent to 
35 % of the value of the land as per Annual Statement of Rate of respective year. 


14 .5 PROVISION FOR ELECTRIC SUB -STATION 

In case of development/ re -development of any land , building or premises mentioned below , 
provision for electric sub - stations may be made as under. 
Sr. No. Plot Area 

Maximum requirements 
1 Plot above 2000 sq.m . One single transformer sub - station of the size of 

5m . x 5m . and height of not more than 5m . 
2 Layout or sub -division A suitable site for an electric sub - station . 

of a plot measuring 
2 . 0 ha . or more 


14 .6 PROVISION FOR INCLUSIVE HOUSING 


14 . 6 .1 


All the provisions regarding inclusive housing issued by the Government shall be applicable . The 

current provisions are here under. 
( a ) For the sub -division or layout of the land admeasuring 4000 sq . mt. or more for residential 

purpose , minimum 20 % of the net plot area shall have to be provided either 
(i) in the form of developed plots of 30 to 50 sq . mt. size for Economically Weaker 

Sections/Low Income Groups (EWS /LIG ), (hereinafter referred to as “ affordable plots ”) 


Or 


(ii ) in the form of plot / plots equivalent to 20 % net plot area for constructing EWS /LIG 

tenements , which area shall be handed over to MHADA at the land rate prescribed in the 
Annual Statement of Rates prepared by the Inspector General of Registration , 
Maharashtra State , Pune (hereinafter referred to as ASR ) of the year in which final 
approval is accorded to such sub - division or layout. 

Provided that the equivalent affordable Housing Plots or 20 % plot area can also 
be provided at some other location (s ) within the same Administrative Ward of the 
Municipal Corporation . 


(b ) The Landowner/Developer shall sell the affordable plots to MHADA at one place in lieu of 

equivalent FSI to be utilised in the remaining plots. If MHADA declines to purchase the same 
within a reasonable time of six months, he can sell the affordable plots in the open market , in 
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such case additional FSI of affordable plots shall not be admissible . 

Provided that in case the Landowner / Developer desires not to utilize such additional FSI 
in the same land , fully or partly , then he shall be awarded TDR in lieu of such unutilized 
additional FSI. The utilization of this TDR shall be subject to the prevailing provisions of 
DCR and as per the following formula . 


Rg 


Formula :X = 


] XY 


LRr 


14 .6 .2 


Where, X = Utilisation ofDevelopment Right (DR) on the receiving plot. 

Rg = Land Rate in Rs . Per Sq . m . as per the Annual Statement of Rates 

(hereinafter referred to as ‘ ASR ) of generating plot in the year when project 

is sanctioned . 
Rr = Land Rate in Rs. Per Sq. m . as per ASR of the receiving plot of the same 

year ofgenerating plot . 

Y = Unutilized additional FSI. 
For a plot of land , admeasuring 4000 sq.mt. or more to be developed for a Housing Scheme 
consisting of one or more buildings (hereinafter referred to as the said Scheme ), EWS/LIG 
Housing in the form of tenements of size ranging between 30 to 50 Sq.mt. (hereinafter referred to 
as affordable housing tenements ) shall be constructed at least to the extent of 20 % of the basic 
FSI subject to the following conditions: 
a ) The built up area of the EWS/LIG tenements constructed under the Scheme shall not be 

counted towards FSI. 
b ) The Landowner /Developer shall construct the stock of the affordable housing tenements in the 

same plot and the Planning Authority shall ensure that the Occupation Certificate for the rest 
of the development under the said Scheme is not issued till the Occupation Certificate is 
issued for the Affordable Housing tenements under the said Scheme. 

Provided further that the equivalent Affordable Housing tenements can also be provided at 
some other location (s ) within the same Administrative Ward of the Municipal Corporation and 
such construction shall be free of FSI up to the limit of 50 % of the admissible FSI of such 
alternative plot 
The completion of the affordable Housing tenements under the said scheme along with 
necessary particulars , including a copy of the Occupation Certificate granted by the Planning 
Authority in respect thereof, shall be immediately intimated by the Landowner/ Developer to 
MHADA . Upon such intimation , MHADA , within a period of six months from the date of 
receipt of such intimation , shall either purchase such affordable housing tenements or allot 
such tenements to the allottees selected by MHADA through a system of lottery , drawn after 
such Affordable Housing tenements have been granted Occupation Certificate and thereafter, 
the Land Owner / Developer shall dispose of such tenements to MHADA or such allottees , as 
the case may be, at the rates equal to 125 % of the construction rates in the ASR applicable to 
the land under the Scheme, on the date of grant of Occupation Certificate to such Affordable 
Housing tenements . 

Provided that there shall be no obligation to construct affordable Housing tenements in the 
redevelopment project of any Co-operative Housing Society in which the carpet area of all 
existing individual residential tenements does not exceed 80 Sq. mtr . 

Provided further that in case of individual bungalow Housing Scheme, these provisions 
shall not apply in case of redevelopment of individual bungalow . However, if redevelopment 

for total plot under layout is proposed , these provisions shall be applicable . 
d ) The Landowner/ Developer may also be permitted to utilise 1/4th of the total 20 % FSI 

earmarked for Affordable Housing towards construction of Affordable Housing Tenements in 
the form of service quarters on the same plot but in a separate block which shall have to be 
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sold as service quarters only to the purchasers of free sale flats under the said scheme. 
There shall be no obligation to construct affordable housing tenements in accordance with 
these provisions in any Housing Scheme or residential development project wherein. Owing to 
the relevant provisions of the Development Control Regulations, 20 % or more of the basic 
zonal FSI is required to be utilized towards constructions of residential tenements for the 
EWS/ LIG and also for the development / redevelopment of any land owned by the 
Government, or any Semi-Government Organization . Provided such development / 
redevelopment is undertaken by the Government or such Semi - Government Organization by 
itself or through any other agency under BOT or PPP model. 

Provided that in case of development of reservation for Public Housing , Housing the Dis 
housed , Public Housing / High Density Housing and the EWS/LIG tenements constructed 
under the provisions of any other Act, these provisions shall not be applicable . 


14 .6 . 3 Amalgamation of affordable plots/affordable tenements shall not be allowed . 


14 .6 .4 


These Provisions shall be applicable prospectively and shall not be applicable to any Housing 
Scheme or residential development project wherein Commencement Certificate had been issued 
prior to the date of coming into force of these provisions and was valid on such date . 


14 .7 PLOT AREA , PLOTWIDTH FOR VARIOUS USES : 


Minimum plot areas and widths for various uses shall be as given below in the Table No.4 


Table No. 4 


MINIMUM PLOT AREA , MINIMUM WIDTH , FOR VARIOUS USES 


Uses 


Plot area ( in sq.m .) 


| Min . Plot 

Width 


Type of 
Development 


No . 


( 2 ) 

(3) 
Residential 

and i) 30 and above but 
Commercial 

upto 125 
( except those in 2 , 3 & 4 | ii ) Above 100 but less 
below ) 

than 250 


As per Table 
No. 5 


Row 


Semi-detached 
Detached 


Detached 
Row 


2 


iii) 250 & above 
Plots in EWS Housing / | 25 and above but upto | As per Table 
High Density Housing / | 125 

No.5 
Sites and Services / Slum 
Up - gradation 
Reconstruction Scheme by 
public authority . 
Auto Fuel Filling station 
( a ) Without service bay | 510 

16 .75 m 
(b ) With service bay 1100 

30 . 5 m 
Industrial 

300 

10 m 


Detached 
Detached . 
Detached . 


Note : in case of Sr. No. 1 , pattern of development permissible within a plot shall be shown in 
dotted line while approving the layout. However change in pattern may be permitted in future , if 
it fits in to above pattern of development and does not disturb the overall pattern of development 
already approved . 
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14.8 NET PLOT AREA AND COMPUTATION OF FSI 

For the purpose of computing FSI/Built -up area , the net area of the plot shall be as under. 


i) 


In case of a plotted layout/sub - division / group housing scheme / any development, net area 
shall be the gross plot area, after deducting the area covered by amenity space under 
Regulation no 14 .4 and Development Plan proposals ,if any. 


ii ) Such net plot area shall correspond to FSI 1.00 mentioned as a basic permissible FSI in these 

regulations. 


iii) In case of plotted layout , FSI of such net area shall be distributed on all plots on pro -rata 

basis . 


iv ) In case of plots from already approved layouts , the plot area shall be treated as net plot area. 


v ) The above regulations in respect of net plot area and computation of FSI shall apply to 

proposals in all land use zones . 


Illustration showing calculations as per above provisions for layouts in Residential Zone. 
a ) Area Statement 


A | AREA STATEMENT 


AREA 


1. 


30 , 000 


Area of land 

(Minimum area of a , b , c to be considered ) 
a) As per ownership document (7/ 12 , CTS extract ) 


30 ,000 


b ) as per measurement sheet 


30 ,050 


30 , 010 


c ) as per site 
Deductions for 


2 . 


(a ) Proposed D . P . road / D . P . road widening area 


4 ,000 


(b ) Any D . P . Reservation area 


5 , 000 


( Total a + b ) 


9, 000 


Gross Area of Plot ( 1-2) 


21 ,000 


3 . 
4 . 


Recreational Open space 


2 ,100 


2 ,105 


5 . 


3 , 150 


3, 150 


Amenity Space - 

(a ) Required - ( 15 % ) 

(b ) Proposed - 
Service road and Highway widening 
Internal Road area 
Area under layout plots 
Net area of plots for FSI Calculations = (3 -5b ) 
i.e . (21000 - 3150 ) 


6 . 
7 . 
8 . 
9 . 


3400 


12 ,345 


17 ,850 


10 . Pro -rata FSI factor for layout plots = (9 / 8 ) 


1 . 445 
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b ) Distribution of FSI on each plot 


Plot 
No . 


| 


Rounding 


Plot 
area 
( sq . m .) 


area of 


Remaining 
Plot area 

(b -c ) 
(sq .m . ) 


Road 
(if any ) 
( sq.m .) 


Built up area on Front | Permissible 

pro - rata basis Road basic FSI 
i. e. (d x Pro - rata | width 
FSI factor) i.e. ( m .) 

d x 1 . 445 


Permissible 
Built 

area on 
basic FSI 

(exg) 
( sq .m .) 


1. 


(b ) 
10 x 15 
15 x 17 


(d ) 
150 
255 


216 .75 
368.475 


9. 0 
18 .0 


1.0 
1 .1 


216 .75 
405.32 


2 . 


Note 1 : If FSI of development plan proposal/ amenity space is proposed to be utilised in the same 
land, then while calculating the pro -rata factor, area of such development plan proposal/FSI of 
amenity space shall be added to serial no .9 . This area to be added shall be equivalent to the 
entitlement for TDR . 
Note 2 : The area worked above on the basis of pro - rata calculations shall correspond to basic FSI 
of 1. 00 for all other purposes like, limit of premium / fungible FSI, TDR , etc . 
Note 2: The FSI against the plot(s) to be handed over against the inclusive housing required under 
Regulation No. 14 .6shall be utilised as desired by the owner on plots in the same layout, subject to 
other stipulations mentioned in this DCPR . 


14 .9 TRANSFER OF DP SITES (OTHER THAN DP ROAD ) IN LIEU OF FSI 


If in any development proposal, owner desires to hand over the reserved site to the Planning 
Authority , then FSI of such reserved site equivalent to the TDR may be allowed to be utilized on 
the remaining land . The utilisation of this in -situ FSI only , may exceed the maximum limit 
specified in Regulation no . 16 .4 . Transfer deed to that effect shall be executed and FSI calculation 
shall be mentioned on the plans of development proposal. In case of plotted layout, distribution of 
FSI of plots in pursuance of such transfer shall be as desired by the owner and may differ from 
plot to plot. If some FSI remains unutilized , the owner shall be entitled for TDR against the 
remaining FSI. 


14 . 10 RELOCATION OF DP SITES /DP PROPOSALS 


If the land proposed to be laid out for any development is affected by any reservations for public 
purposes , the authority may agree to adjust the location of such reservation to suit development 
without altering the area of such reservation . Land offered in alternate should be suitable for the 
purpose for which the original reservation was proposed . Provided that no such shifting of the 
reservations shall be permitted . 
(a ) If the reservation proposed to be relocated is in parts ; 
(b ) Beyond 500mts . of the original location in the Development Plan ; 
(c) Beyond the same holding of the owner in which such reservation is located ; 
(d ) Unless the alternative location and size is at least similar to the location and size of the 

Development Plan as regards access, levels , etc .; 
(e) Unless the relocation is within area covered by the layout or development permission under 

sanction ; and 
(f ) If the land is reserved in view of its geographical location like ESR , STP ,Nalla training , etc . 

Provided that relocation of the reservation from a land may also be permitted on any land 
within 500 meters belonging to other owner s land if the other owner consents to such relocation 
of reservation on his land and consents to hand over his land to the Planning Authority in lieu of 
TDR subject to conditions mentioned in sub Regulation no (a ), (d )and (f) above . 

All such relocation of the reservations / alignment of roads shall be reported by the 
Municipal Commissioner to the Director of Town planning , at the time of sanctioning the 
development permission . The Development Plan shall be deemed to be modified to that extent. 
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14 . 11 AMALGAMATION OF PLOTS 


Amalgamation of plots shall be permissiblesubject to following 


a) Amalgamation of plot having incompatible zoning in development plan shall not be allowed . 
b ) Amalgamation of plot which is not desirable from planning point of view (eg. as shown in 

below ) shall not be permitted . 


peoy 


La 


Road 


Road 


These plots shall not be 
amalgamated . 


This plots shall not be 
amalgamated . 


* 


* 


* 


* 


* * 


* 


* * 


* 


* 


* 


* * 


* 
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PART III 


LAND USE CLASSIFICATION AND PERMISSIBLE USES . 


15 . 0 GENERAL 


(1) In case of Development / re-development of any land , building or premises, the intended use 

shall conform to the use of zones, purpose of designation , allocation or reservation , as the case 
may be, unless specified otherwise. 


(2 ) Lawful existing non - conforming uses - Any lawful non -conforming use of premises existing 

prior to the date of enforcement of these regulations, shall continue and may be allowed to be 
expanded within the holding at the time of original sanction and that when a building , 
containing non -conforming use is pulled down or has fallen down, the use of the new building 
shall be in conformity with these Regulations. 


(3) Existing features shown on development plan – The existing features shown on development 

plan are indicative and stand modified on development plan as per actual position . Mention of 
particular use on development plan , shall not bar the owner from permission allowed in the 
zone shown for such land . Also , boundaries of s. no ., alignment of existing road / nalla and 
other physical features of land shall be as per measurement plan of Land Records Department. 


(4 ) Development of Parking – The Municipal Commissioner may develop any area for public 

parking underground or above ground irrespective of its existing use or proposed use in 
development plan . 


The different land use classification & different uses permissible in that land use are given 
below . 


15 . 1 RESIDENTIAL ZONE - R 1 


Residential Zone R1 includes Residential plots abutting on roads below 9 m . in congested area and 
below 12 m . width in outside congested area . 


15 . 1.1 


The following uses and accessory uses to the principal use shall be permitted in buildings or 
premises in Zone R1, subject to other regulations: 


(i) 


Any residences. 


( ii) 


Home occupation . 


( iii ) 


Medical and Dental Practitioner s Dispensaries including pathological laboratory, maternity 
homes, nursing homes, diagnostic clinics, polyclinics , to be permitted on any floor . 
However , in case of mixed use, maternity homes, clinics, nursing home with indoor patients 
with separate means of access of staircase from within the building or outside, may be 
permitted . The built up area for such use shall not exceed 500 sq.m . 


( iv ) Professional Offices in residential tenement for own purpose not exceeding carpet area of 50 

sq . m . each . 

Community halls , welfare centre , gymnasia (each not exceeding 100 sq .m .) 
( vi) Primary and nursery schools including students hostels except trade schools. 
( vii) Religious buildings . 
( viii ) Public Libraries and Museums in independent structures. 
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(ix ) Club Houses in residential complexes, 

Parks and Playgrounds not being used for business purpose. 
(xi ) Bus shelters, Taxi-Rickshaw stands . 
( xii) Convenience shops not more than 10 sq. m ., up to 10 % of permissible built up area . 
( xiii) Public utility and Public service structures , installations and ancillary structures thereof. 
(xiv ) Information technology establishment (ITE ) (pertaining to software only ) on the plots / 

premises fronting on roads having width 9.00 m . and above . 
( xv ) Flour mill and wet / dry masala grinding / book binding subject to following conditions: 


( a ) It is located on ground floor. 


(b ) Adequate care has been taken in structural design . 
(c ) It does not cause any nuisance to the neighbour and residents of upper floor . 

(d ) Power requirement does not exceed 10 hp . 
(xvi ) Agricultural , horticultural and allied uses ( except agro -based industries ). 


15 .2 RESIDENTIAL ZONE R - 2 

Residential Zone R 2 includes Residential plots abutting on road having width 9 m . and above in 
congested area and 12 m . and above in outside congested area 


In this zone the following uses , mix uses may be permitted : 
i) All Uses permitted in R 1 zone shall be permitted in R 2 zone. 
ii ) All uses or mix uses may be permitted irrespective of restriction on floor or area except uses at 

Sr. No. 15.6 ( ii), 15. 7 ( vii), 15 .7 (xv ) & 15.7 ( xvi) 
iii ) The following uses shall be permitted only if it is conducted in independent premises / building : 


a ) Storage and sale of kerosene / LPG in separate godowns confirming to the existing 

regulations of Chief Controller of Explosives, Government of India provided further that the 

applicant shall make adequate fire- fighting arrangements at his cost in his plot. 
b ) Service Industries - The Service Industries may be permitted in one or more independent 

plot in R 2 and Commercial zones along with the limitation of area, maximum number of 
persons to be employed , maximum permissible power requirement and the special conditions 
if any as given in Appendix – J for service industries. 


15 . 3 SLUM IMPROVEMENT ZONE 


This zone shall be treated at par with residential zone. 


15 . 4 COMMERCIAL ZONE ( C - 1 ,), SPECIAL COMMERCIAL ZONE , BUSINESS HUB 


In commercial zones, buildings or premises shall be used for the uses and purposes given below , 
provided all goods offered for sale shall be displayed within the building, excluding passages . 
i) Any use permitted in residential zone without area and floor restrictions . 
ii) Uses permissible in Public Semi-public Zone. 
iii) Public utility buildings. 
iv ) Whole -sale establishments with storage area, subject to fire protection requirements and any 

commercial use. 
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15 . CENTRAL BUSINESS DISTRICT ZONE, 


In this zone, the development shall be permissible subject to following; 
i) at least 25 % of the built up area shall be used for offices and , 
ii ) at least 25 % of the built up area shall be used for public amenities like education , medical 

facilities , entertainment, hotel, mall, exhibition hall, etc .; and , 
iii ) remaining area shall be utilised for residential development which shall not be less 25 % 


15 .6 INDUSTRIAL ZONE 


Industries shall include any building or part of a building or structure, in which products or materials 
of all kinds and properties are fabricated , assembled or processed , for example assembly plants , 
laboratories, dry cleaning plants , power plants , pumping station ; smoke houses, laundries, gas 
plants, refineries , dairies and saw - mills. 
The following users shall be permissible in Industrial Zone. 
i ) The service industries as given in Appendix - J 
ii ) Any industry / industries may be permitted only if the location is appropriate and is not likely to 

cause nuisance or hazard to adjoining owners . Minimum buffer distance from the industrial 

building industrial use to residential or habitable zone/ use, shall not be less than 23 m . 
iii) Building or premises in industrial zone may be used for any industrial as well as accessory uses 

like banks , canteens , welfare centre and such other common purposes considered necessary for 
the industrial workers , quarters of watchmen , caretakers or other essential staff required to be 
maintained on the premises. Such residential/commercial/ other uses may be permitted up to 
25 % of the permissible FSI. 


iv ) Following uses may also be permitted : 


(a ) Parking lots. 
(b ) Building of public utility concerns. 
(C ) The branches of Scheduled Banks. 
(d ) Residential Hotels, Restaurants. 
(f) Storage Buildings. 
(9) Drive- in - Theatres , cinema or theatres, subject to provision of provision of the Bombay 

Cinemas (Regulation ) Act , 1953 . 
(h ) Highway amenities as permitted in Agriculture zone with full FSI. 
v ) Allowing Residential / Commercial User In Industrial Zone :- (Conversion of Industrial 

Zone to Residential Zone ): 
(a ) The existing or newly built-up area of a unit in the Industrial zone may be permitted to be 

utilised for residential or commercial purposes, on such conditions as deemed appropriate by 
the Municipal Commissioner. However , if premises of such built -up area is having vacant land , 

then in addition to this regulation , regulation (b ) shall also be applicable. 
(b ) The lands in the Industrial Zone, including lands in Industrial Zone in Town Planning Scheme 

area , may be permitted to be utilised for any of the permissible users in the Residential or 
Commercial Zone subject to the following conditions : 
(i) Residential/ Commercial user in respect of industries which are not in operation shall not 

be permitted unless NOC from Labour Commissioner, Maharashtra State, Mumbai, stating 
that all legal dues have been paid to the workers or satisfactory arrangements between 
management and workers have been made, is obtained . However, in respect of any open 
land in the Industrial Zone where industry never existed , NOC from Labour Commissioner 
shall not be required . 
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( ii ) In such layouts or sub -division , amenity rules as provided in Regulation No. 14.4 shall 

apply mutatis mutandis, except that 
1) 20 % land should be surrendered as amenity space . 
2 ) At least 50 % of the total land surrendered as public amenity / utility space shall be kept as 

open ground and can be used for purposes such as garden , recreational ground, etc . 
3) The owner shall be entitled for FSI of the land handed over for public utilities and amenities 

under this Regulation on the remaining land or TDR on the lines of Regulation No. 23 .0 

which deals with TDR . 
(c ) The required buffer zone of 23 mtr . between the Industrial Zone and the area over which 

Residential use is permitted under this Regulation shall be provided within such land intended 

to be used for residential or commercial purpose . 
(d ) Such residential or commercial development shall be allowed within the permissible FSI of the 

Residential Zone. 
(e ) The area under reservation if any , in the said land may be adjusted in the area of the required 

amenity space as per this regulation , if desired by the owner. 


15 .7 AGRICULTURAL ZONE / NO DEVELOPMENT ZONE 

The following uses shall be permissible : 
(i ) All agricultural uses . 
( ii ) Public /semi public sector utility establishments / institutions of research , education and health 

with full permissible FSI as that of Residential zone. 
(iii ) Garden , forestry, nursery, public parks, private parks; play fields, summer camps for 

recreation of all types. 
( iv ) Golf Course and Links, Race tracks, and shooting ranges with necessary safety measures. 

L . P .G . Godown, Petrol Pump/LPG Pump/CNG Pump subject to condition prescribed by 

appropriate authority . 
( vi) Pottery manufacture. 
( vii ) Storage and drying of fertilizer . 
( viii ) Farm housesin accordance with the provisions of Maharashtra Land Revenue Code, 1966 . 
( ix ) Swimming pools / sports and games, health clubs, cafeteria , canteen , tennis courts , etc . 
(x ) Amusement park with minimum plot area of 1. 00 hect . with ancillary constructions. 

Maximum permissible FSI shall be 0 .20 . 
(xi) Mobile Phone Towers with ancillary equipments as specified in Regulation No . 41.0 
(xii) The following users shall be permitted as per the policies decided by the Government from 

time to time: 
a ) ITE with ancillary uses 
b ) Research and Development Centres 
c) Ancillary service industries for agriculture produce marketing and management , 
d ) Bio- technology unit 
e) Integrated highways amenities 
f) Educational and health institutional use 

g) Any industry 
(xiii ) Solid waste management, land fill sites , bio - gas plants , power generation from waste . 
( xiv ) Power generation from non - conventional sources of energy . Area covered under solar panels 

shall not be counted in FSI. 
(xv) Brick , tile manufacture . 
(xvi) Fish Farming 
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15 .8 GREEN BELT 

Following uses shall be permissible 
i) Agriculture , 
ii) Tree Plantation, Gardens, Landscaping, Recreational open space etc . 
iii) River front development by Municipal Corporation , 
iii) Development of pedestrian pathways , Jogging track , Cycle track , Boat club etc . 
iv ) Swimming pool, club house, recreational facilities excluding 15 m . belt along river bank and 

9 .0 m . along nalas, subject to other provisions in these regulations. 

v) Power generation from non -conventional sources of energy . 
15.9 HILL TOP - HILL SLOPE ZONE (HTHS ) 

Following uses shall be permissible 
i) Agricultural including horticultural uses; 
ii ) Forestry and Nursery 
iii ) Park ; 

Public/semi public sector utility establishments / institutions of research , education and health 
subject to maximum floor space area not exceeding 4 % of the total plot with ground floor 
structure ; 

Public streets having width not exceeding 9.0 m . 
vi) Farm house as per Maharashtra Land Revenue Code 1966 . 

vii) Power generation from non -conventional sources of energy . 
15 .10 PUBLIC /SEMI PUBLIC ZONE . 

The following uses shall be permissible : 
(i) Schools , Colleges, Educational Complex, Training institutions, Hostels for students and 

essential staff quarters . 
( ii ) Home for the aged , Hospitals and related health facilities with ancillary structures like 

quarters, Dharmashala etc , 
( iii ) Public housing by Government /Government bodies. 
(iv ) Government/ Semi -Government / Local Self-Government offices and essential staff quarters 

Public /semi public sector utility and transport establishments / institutions of research , 

education and health . 
( vi ) Library, Mangal Karyalaya , Gymnasium , Gymkhana, Stadium , Community hall, Civic and 

Cultural Centres, Religious Structures , etc . 
( vii ) Commercial use upto 15 % of net area . 

( viii) Petrol/LPG /CNG Pumps as per Regulation No. 16 .2.2 . 
15 .11 ADDITIONAL USES : 

The lists of uses mentioned under the various land use zoning herein above may be amended by the 
Municipal Commissioner from time to time with the consent of Director of Town Planning , 

Maharashtra State , Pune. 
15 .12 USES PERMISSIBLE IN PROPOSED RESERVATIONS 


1) 


The uses permissible in a reserved site shall be conforming to the use for which it is reserved 
unless and otherwise specified . The required parking , public toilets and separate place for 
garbage bins shall also be provided in the reserved site itself . 


ca 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 


2 ) Where the Authority or the Appropriate Authority proposes to use land / building / premises 

reserved for one specific public purpose / purposes , partly for different public purpose / 
purposes , it may do so , provided that such partial use shall not exceed 40 % of the reserved area 
and such combination shall not be of incompatible uses . However, public necessities like police 
stations/chowkies, water supply establishments , arogya kothies etc., and public utility services 

can be established in the said area . 
3 ) Any site reserved for specific purpose in the development plan may be allowed to be developed 

for any other public purpose with the permission of the Government. 
4 ) Authority may acquire and develop any of the reservation proposed in the development plan , 

partly or fully , for multi -storey public parking , irrespective of its designation , if amenity of 
parking is direly needed in the area . However, Municipal commissioner should be satisfied that 
there is pressing need for parking in that area and priority for parking is more important than 

purpose for which the reservation is made . 
5 ) Combination of uses as mentioned below may be permissible even if the reservation is for a 

specific purpose . 
Playground - In playground reservation , minimum 90 % area shall be kept open for open play 
activities . In remaining 10 % of area, covered swimming pool & allied construction , gymnasium , 
covered badminton court , pavilion , watchman quarter, small restaurant or food stalls to the extent 
of 20 sq .m . ( for every 4000 sq .m . reservation area ) may be permitted . The FSI permissible shall 
be 0 . 15 . If required , the sites of play - ground may be developed for park or garden , however, such 

change shall not exceed more than 10 % of the reservations in the sector . 
b ) Stadium / sports complex - In addition to the uses permissible in playground mentioned above , 

shops/offices below the spectators tiered gallery may be permitted . The FSI permissible shall be 
0 .25 . 
Garden / park – In addition to the main use of garden, open swimming pool & allied 
construction , aquarium , water tank , booking counter, toilets , rain water harvesting system , 
gardener / watchman quarter , small restaurant or food stalls to the extent of 20 sq.m . (for every 
4000 sq.m . reservation area ) may be permitted . Total FSI used for such constructions shall not 
exceed 0 . 15 . If required , the sites of park or garden may be developed for play - ground , however, 
such change shall not exceed more than 10 % of the reservations in the sector. 
Civic Centre / CCC - Community Hall, welfare centre, gymnasium , badminton hall, art gallary , 
museum , club house, public conveniences, cafeteria , gardens, exhibition centre, and like 
combination of uses. 


e ) 


Vegetable Market - Open or covered ottas for sale of vegetables , alongwith petty convenient 
shops and fruit stalls may be permitted . 


f) 


Municipal Market – Shopping , vegetable market, hawkers place, etc and departmental stores, 
offices, banks / community hall on upper floors . 


g ) 


h ) 


i) 


Auditorium /Drama Theatre - In addition to Auditorium , Drama theatre / natyagriha , art 
gallery , exhibition hall, library , small restaurant to the extent of 20 sq .m . (for every 4000 sq .m . 
reservation area ) and allied users such as guest rooms for the artists may be permitted . 
Primary School /High School -respective uses along with canteen and ancillary uses including 
staff quarters, hostels . 
Hospital / Maternity Home, etc . – Any sort of medical facilities alongwith ancillary 
construction such as staff quarters , chemist shop , restaurant, ATM , PCO , cyber café of not more 
than 20 sq .m . , etc. and sleeping accommodation for guests in case of bigger hospitals of built up 
area not less than 2000 sq.m . may be permitted . 

Slum Improvement - It shall be developed for slum rehabilitation scheme as per regulations 
of Slum Rehabilitation Authority. 


j) 
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k ) Truck Terminus – In addition to minimum 60 % area for parking of trucks, ancillary office 

restaurant, hotel , motel , lodging facility for drivers , petrol pump , auto repair centre , auto 
service centre, shops for auto spare parts , shops for daily needs, ATM , PCO , primary health 
centre / first aid centre and provision for loading -unloading may be permitted . Moreover , these 
reservations may also be developed for bus stand , bus -MRT interchange with mall. 
Bus Stand /Metro station /PMPML/ Transport Hub - In addition to respective purpose ,bus 

metro interchange with necessary commercial use along with other ancillary uses . 
m ) Fire Brigade Station - fire brigade station along with allied activities. 
n ) S . T . P ., Municipal Solid Waste Facility , Water Works , respective use with allied activities 

and interchangeability among one another . 
o ) Parking - parking , public convenience , bus -MRT interchange with necessary commercial use 

and allied activities . 
p ) Public Amenity - any amenity , along with ancillary use on the lines mentioned above. 
q) Municipal Purpose - any purpose concerned with Municipal Corporation . 

Cremation Ground / Burial Ground - respective use with allied activities and 

interchangeability among one another . 
s) Other reservations - other reservations may be developed for the respective purposes along 

with ancillary use on the line mentioned above. 
Note : 
1 ) The permissible FSI for above uses shall be as that of residential zone, including premium 

fungible and loading of TDR , if not specified otherwise . 
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PART IV 


GENERAL BUILDING REQURIEMENTS – 
SETBACK , MARGINAL DISTANCE , HEIGHT AND FSI 


16 .1 REGULATIONS FOR CONGESTED AREA 


16 .1. 1 Residential Buildings 


(a) Floor Space Index . 

Maximum permissible basic FSI shall be 2 .00 for purely residential, commercial or mixed use 
buildings. In addition to this premium FSI of 60 % on basic FSI shall be permissible . Also 
fungible FSI or TDR to the extent of 0.3 FSI shall be permissible. 


front setback from the existing or proposed 


(b ) Setback (Road side margin / s) - The minimum 

road /roads shall be 2. 25 m . 


(c) Side & rear marginal distances - Side & rear marginal distances for construction in a plot shall 

be as below 


Side 


Rear 


Height 
Upto 15 m . 


0 . 00 


0 . 00 


Above 15 m . and upto 24 m ., 


1.00 m . for every | 1. 00 m . for every 3 .0 m . 
3 .0 m . height height 


Above 24 m ., 


As per Regulation no. 16 .6 


NOTE :- For light and ventilation , provisions in Regulation No. 16 . 11 shall apply . 


d ) For streets less than 4 .5 m . in width , no setback shall be prescribed subject to condition that no 

lane shall be less than 4 . 5 m . in width clear of structural projection . For lanes less than 4 .5 m . in 
width , a setback of 2 . 25 m . shall be prescribed from the centre line of such lane . Streets less than 
4 . 5 m . shall be treated as lanes only when they serve as access to the properties fronting on 

them . 
e ) Structural projections such as cornices , weather sheds, roof projections etc . shall be allowed in 

the setback distance prescribed above as per Regulation No . 16 .8. 
f) Heightof the building shall be governed by Regulation No. 16 .9 . 
g) Steps may be allowed within marginal distance up to 1.2 mtr. 
h ) Parking shall be provided as per the provisions in Regulation No. 21.0 . 


16 .1 . 2 


Public semi-public , Educational ,Medical , Institutional, Mercantile , and Other Buildings 
(a ) Floor Space Index – Basic FSI permissible shall be 2 .5 . In addition to this premium FSI of 60 % 
shall be permissible . 
( b ) Marginal Distance - For these buildings marginal distances shall be 3 m . on all sides. 

For buildings having height more than 15 m . regulations of outside congested area shall 
apply for front , side and rear marginal distances . 

Provided that for buildings like cinema theatre , multiplex , assembly buildings, shopping 
malls , regulation of outside congested area , except FSI, shall apply . 
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16 . 1. 3 


Pathway for access to the internal building or interior part of the building shall not be less than 3 .6m . 
(12 ft) in width . 


16 .1 .4 


If the width of property is less than 3 .6 m . ( 12 ft), the entire ground floor shall be on stilts for 
parking 


16 .2 REGUALTIONS FOR OUTSIDE CONGESTED AREA . 


16 .2 . 1 


Residential Buildings 


The provisions as given in Table No. 5 shall apply for the residential buildings, mix use building 
permissible in areas outside congested areas and residential buildings permissible in industrial areas. 


महाराष्ट्रशासनराजपत्र,भागएक--पुणेविभागीयपुरवणी,गुरुवारतेबुधवारडिसेंबर२४-३०,२०१५/पौष३-९,शके१९३७ 

TableNo.5PLOTSIZE/WIDTHOFPLOT/MARGINS/HEIGHTSANDFSIFORBUILDINGSINRESIDENTIALZONEINNON-CONGESTEDAERA 


SNo|DescriptionofRoad 

/housingpattern 


MinimumRequired 


Remarks 


BasicFSI 


FungibleFSI 


PlotSize 


PremiumFSI(as 

%ofbasicFSI 


WidthOfPlot(mtr) 


SetBackfromroad 

front 


( 
sq 
. 
mtr 
) 


Sidemarginaldistance(mtr) 


Rearmarginaldistance(mtr) 


(mtr) 


and 


TDR) 


(4) 


(5) 


(6) 


(8) 


(10) 


(7)3.00 


(9)60% 


(9)0.30 


450 


15 


3.00 


1.20 


National/StateHighway 


6.0m.fromroadlineorasspecifiedby 

Highwayrules,whicheverismore. 


3. 


300 


12 


6.0m. 


3.00 


Otherroads24m.wideandabove 


3.00 


1.20 


60% 


0.30 


250 


12 


4.5m. 


3.00 


3.00 


1.10 


60% 


/0.30 


Roadsofwidthbelow24m.wideandupto18m. 


250 


10 


4.5m. 


2.25 


1.00 


60% 


0.30 


Roadsofwidthbelow18m.wideandupto15m. 


MarginsonlyforG+2orstilt+2structure 


6 
. 


150 


3.0m. 


Roadofwidthbelow15m.andabove9m. 


2.25 


2.25 


1.00 


60% 


|0.30MarginsonlyforG+ 

2orstilt+2structure 


100 


3.0m. 


1.50 


1.50 


Road 
of 
width 
upto9m. 


1.00 


60% 


0.3forMarginsonlyforG+6m.|1orstilt+1structure 

andaboveroad 


50 
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९३8. Rowhousingon30to1253.50 

2.25m. 

0.00 

1.501.00 

60%-doMarginsonlyforroadsofwidth12m. 

G+1orStilt+1 

(incaseofandbelow 

structurecornerplot, 

1.5orbuildinglineoftheadjoining 

roadwhichever 

ismore)9. Rowhousingfor20to3.00|0.90m.frompathway-do 
1 
0 
. 
90 
1 
. 
00 
30 
% 
- 
- 

OnlyG+1orStilt+1L.I.G.EWS/High 2.25m.fromroad 

structure.DensityHousing, 

boundarySlumUp-gradationetc.bypublic 

authorityNotes:(1)MarginaldistancesmentionedinabovetableshallbesubjecttodistancesmentionedinRegulationno.16.6.Incaseofsr.no.5to9,structureshavinghigher 

heightmaybepermittedsubjecttomarginaldistancementionedinRegulationno.16.6.(2)Theminimumareaofplotsfrontingonserviceroadsalonghighways,shallbewithreferencetothewidthofserviceroad.(3)Forsemidetachedbuildings,sidemarginshallbeononesideonly.Plotsforsemi-detachedbuildingsshallbeinpairs.(4)Row-housingplotsatthejunctionoftworoadsshallbelargertomaintainthesetbackfrombothroads.Notmorethan12andnotlessthan3plotsshallbe 

allowedineachblockofrowhousing.Eachblockshallbeseparatedfromtheotherby6m.roador6m.sidemarginaldistanceoftheplotorspaceincluding 

sidemarginaldistanceoftheplot.(5)Nogarageshallbepermittedinabuildinghavingstiltorbasementprovidedforparking. 

Subsidiarystructuresuchasgarage(limitedtoone),outhouse,independentsanitaryblockmaybepermittedonlyinplotshavingareamorethan250sq.m.ormore.Constructionofottas,railings,barricadesorsupportingcolumnsforcanopyorporchshallnotbeallowedinfrontmarginaldistances.However,stepsmaybe 

permittedwithin1.2m.fromthebuildingline.Alsosupportingcolumnsforcanopyorporchmaybeallowedwithinbuildingline.(8)BasicFSIof1.1or1.2mentionedinabovetableshallbeeligibleforalandwhichisabuttingorsubstantialportionofsuchlandisabuttingonroad18m.and 

aboveinwidthor24m.andaboveinwidthrespectively.Thelandshavingpointaccessby 
suchroadsshallnotbeentitledforsuchbasicFSIof1.1or1.2 


९४ महाराष्ट्रशासनराजपत्र,भागएक--पुणेविभागीयपुरवणी,गुरुवारतेबुधवारडिसेंबर२४-३०,२०१५/पौष३-९,शके१९३७(9)BasicFSIshallbepermissiblewithreferencetowidthofroad,existingorproposedindevelopmentplan.(10)Ifthewidthofroadisvarying,thenwidthofroadformaximumlengthofroadshallbeconsideredfordecidingentitlementofbasicFSI.Howeverplotfronting 

onroadwithwidthlessthanthis,shallbeentitledforhigherbasicFSIonlyafteragreeingtowideningofroadwidth,equivalenttothewidthofroadexisting 

formaximumlength.(11)IncaseofspecialbuildingasspecifiedinRegulationno6.2.6.1,marginaldistancesshallbeaspersaidregulations.(12)Theplotwidthtodepthratioshallbe1:1.5to1:2.5;asfaraspossibleincaseofplottedlayoutdevelopmentpermission.(13)InPublicHousingSchemesforE.W.S.undertakenbyGovernmentorSemi-Governmentorganisations,marginaldistancesshallbeaspertheirrespective 

schemesandrules.(14)Thefrontsetbackset-outinalreadyapprovedandpartiallydevelopedlayouts/schemes,mayberetainedaspersaidapproval,soastomaintainthebuilding 

line.(15)Thepatternofdevelopmentlikesemi-detached,rowhousing,etc.inalreadyapprovedlayoutshallbeaspersaidapprovedlayout.(16)Wherecommencementcertificateisgrantedpriortopublicationofdraftdevelopmentplanandthesaidplotisaffectedbynewroadproposedinthe 

developmentplan,thenfrontmarginstandrelaxedtothatextent.(17)RearorsidemarginaldistancesfordevelopmentalongnallaorwatercoursesshallbesubjecttoRegulationNo.12.1(b)and12.3 
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९५ 


No. 


and 


required 


(4) 


1.10 


16.2.2OtherBuildings:TheProvisionasgiveninTableNo.6belowshallapplyfordifferentcategoriesofotherbuildings. 

TableNo.6Sr.TypeofBuildingMin.roadMinimum BasicPermissibleFSIonthenetPremium 

OtherStipulationswidthmarginal 

plotareadistances 

FungibleFront Front|Front 

FSIroadless 
road 
18road24than18m.andm.andm. 

lessmore. 

than24(2) (3) 

(8)i)Hospital,Maternity Frontmarginas 

Forspecialbuildings(asmentionedinHomes,HealthClub, 

12m. perTableNo.5 

Asper1.00 

1.20remainingsidesPublic-Semi-public 

TableNo.5 

|regulationno.6.2.6.1),therespectivemarginsbuildings 

wouldapply.4.5mFrontmarginas 

Asperii)ClinicsonplotuptoperTableNo.5 

TableNo.59m. 

1.00 

1.101.20area300sq.m. 

otherallsides 

3.0m.Educationalbuildings6m 

Asperi)Pre-primary AsperTable1.00 1.101.20 

TableNo.5School 

No.5ii)PrimarySchool9m. 6m.onallsides1.00 

1.101.20 

As 
per 

TableNo.5iii)OtherEducational 

15m.--do-- 

1.001.10 1.20 AsperBuildings 

TableNo.5CinemaTheatre/ 

15m. 

Front–12m.1.00 1.101.20 AsperDramaTheatre/(onlyonone 

TableNo.5AssemblyHall/ 

majorroad)Multiplex/Shopping 

RemainingfrontMalls/ 

and/orallsidesMangalKaryalayalike 

-6m.buildings 


PE 
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12m.4.5m.onall0.20Stationswithor 

sideswithoutservicebays 


i)Plotshouldnotbelocatedwithinthedistanceof90m.fromanyjunctionofroadshavingmin.width12m.each.Incaseof‘T junction,thisrestrictionof90m.shallapplyonasidewhereperpendicularroadmeetsthejunction.ii) 
Restrictions 
imposedbyRibbonDevelopmentRules 
,IRC 
, 
MORTH 
shallapply.iii)Petrolfillingstationshallnotbesitedontheconvexsideofaroadcurve.Shopsmayalsobeallowedfrontingsideandrearmargins. 


6 
. 


12 


1.00 


1.10 


1.20 


Mercantile/Business/hotel/Commercial/mix 
use 
withresidentialbuildings. 


Front4.5m.Side&rear3.0 

m. 


AsperTableNo.5 


7.Stadium/Pavilion 

12 6m.onallsides0.25 

Coveredplayareaandspectators galleryofthestadiumshallnotbecountedtowardsFSI.Shopsbelowspectator sgallerymaybe 

permissible.NOTE:i)IncaseofplotsfrontingonNationalHighwayandStateHighway,thebuildinglineshallbeasperRibbonDevelopmentRulesasgiveninTableabove, 

whicheverismore.ii)SideandrearmarginaldistancesmentionedinaboveTableshallbesubjecttoRegulationno.16.6and16.7,whicheverismore.iii)RearorsidemarginaldistancesfordevelopmentalongnallaorwatercoursesshallbesubjecttoRegulationNo.12.1(b)and12.3iv)IncaseofspecialbuildingasspecifiedinRegulationno.6.2.6.1,marginaldistancesshallbeaspersaidregulations.V)ClarificationregardingentitlementofbasicFSIof1.1or1.2,givenintableno.5,shallapplytotheabovebuildingsalso. 
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16.2.3 


Industrialbuildings:Minimumplotarea,groundcoverage,marginaldistances,height,FSIforindustrialbuildingshallbeaspertheTableNo.7givenbelow. 


Sr. 


No 
. 


50 


1 
. 
1 


1 
. 
2 


1.1 


TableNo.7PlotMax. Min.Min.Side 

BasicPermissibleFSI 

Height PremiumandFungibleSizein GroundFront &RearFrontroad Frontroad18m.Frontroad24 

FSIsq 
. 
m 
. Coverage|MarginsMargins 

lessthan18andlessthan24m.andmore.(%) 

m. 

(onlyforITES)(onlyforITES)300toL4.5 3.01.00 

Asper1000 

requirement. 

As 
per 
Table 
No 
. 
51001to 
50L6 
. 
0 
L 
4. 
5 

1 
. 
00 

1.2Asper 

AsperTableNo.55000 

requirement.3 5001&50L9.0L6.0 

1.001.1 

1.2Asper 

AsperTableNo.5above 

requirement.NOTE:i)IncaseofplotsfrontingonNationalHighwayandStateHighway,thebuildingline/controllineshallbeasperRibbonDevelopmentRulesasgiveninTable 

above,whicheverismore.ii)SideandrearmarginaldistancesmentionedinaboveTableshallbesubjecttoRegulationno.16.6and16.7,whicheverismore.iii)RearorsidemarginaldistancesfordevelopmentalongnallaorwatercoursesshallbesubjecttoRegulationNo.12.1(b)and12.3iv)ClarificationregardingentitlementofbasicFSIof1.1or1.2,givenintableno.5,shallapplytotheabovebuildingsalso.v)IncaseofspecialbuildingasspecifiedinRegulationno.6.2.6.1,marginaldistancesshallbeaspersaidregulations. 
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16 . 3 CHARGES FOR PREMIUM AND FUNGIBLE FSI 

The premium FSI and fungible FSI mentioned in above regulations shall be available on payment 
of charges to the Corporation as mentioned below at the rate of land mentioned in ASR for the 
respective year. 
Charges for Premium FSI 

30 % of land rate for all uses . 
Charges for Fungible FSI 

50 % of land rate for all uses . 


The Municipal Commissioner shall deposit the amount collected through the charges for premium 
and fungible FSI in a separate development fund called as “ Pune Infrastructure fund and shall 
utilize the same only for the purpose ofdeveloping new / up - gradation of infrastructure as well as 
implementation of Development Plan proposals and creation of civic amenities. 


16 .4 MAXIMUM PERMISSIBLE FSI / TDR ON A PLOT 

In case of plots located outside congested area , the maximum permissible FSI including basic FSI, 
in - situ FSI, Premium FSI, Fungible FSI, TDR admissible under these regulations taken together 
shall not exceed the limit given below 


Front road width 


FSI Allowable limit of additional 
(basic ) | Premium FSI/ Fungible FSI/ 

TDR (together) 


Max . 
permissible 


FSI. 


(1) 


( 4 ) 


6 m . to less than 18 m . 


11.00 


1.50 


2 . 50 


18 m . to less than 24 m . | 1 . 10 


1 .60 


2 .70 


24 m . to less than 30 m . | 1.20 


1. 80 


3 .00 


30 m . and above 


1. 20 


| 2.30 


3 .50 


The above FSI limits may be allowed to be exceeded when in - situ FSI is proposed to be 
utilised in the land against the development plan proposal as specified in other provisions of these 
regulations. 

Provided further that , the maximum limits of FSI prescribed above shall be applicable to 
fresh permission and also to an existing building which has not been granted full occupation 
certificate but subject to production of stability certificate from structural engineer in respect of 
such existing building. These additional benefits if available shall accrue to all the co -owners of the 
property including people who have entered into an agreement to purchase/ sell with the land 
owners/ developers not withstanding anything to the contrary in the agreement between owners/ 
developer and the purchaser . In no case the rights of the flat owner / unit holders shall be adversely 
affected . However, thebuildings which are completed and occupation certificate is granted prior to 
sanction of these regulations shall not be entitled for additional floors above by availing 
permissible FSI under these regulations. 

Provided further that , the built area of the EWS/ LIG tenements constructed under the 
inclusive housing scheme shall not be counted towards FSI. 

Provided further that the restrictions of road width mentioned above shall not be applicable 
in cases where, the permissible FSI is more than the basic FSI in various schemes as detailed in 
Part VIII . 
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16 .5 FSI OF GREEN BELT 

FSI of the green belt zone shown on the development plan may be allowed on remaining land of 
the owner by counting area of green belt in gross area of plot subject to condition that the area shall 
always be under tree cover . The owner shallplant trees in this area with proper planning at the rate 
of minimum 100 trees per hectare and should have been survived for atleast one year prior to 

issuance of occupation certificate . 
16 .6 REQUIREMENTS OF MARGINAL DISTANCES 

(a) Front, side or rear marginal distance in relation to the height of the building for light and 

ventilation shall be as below 


7 . 50m . 


16 .00m . 


Height of building (H ) Road Front 

Side and rear 
Upto 15 m . 

As per Table No. 5 * 
Above 15 m . and below 21 m . 6 .00m . As per Table No . 5 * h /4 * 
Above 21 m . and below 24 m . 9 .00m . 6 . 00m . 

7 .50m . 
Above 24 m . and below 30 m . 9 .00m . 7 .50m . 

7 . 50m . 
Above 30 m . and below 36 m . 9 . 00m . | 7 .50m . 
Above 36 m . and below 50 m . 12.00m . 9 .00m . 

9 . 00m . 
Above 50 m . and below 70 m . 18 .00m . | 12 .00m . 

10 . 00m . 
Above 70 m . and below 100 m . 20 .00m . 12 .00m . 

12 .00m . 
Above 100 m . 

24. 00m . 15 .00m . 
* subject to minimum marginal distance required for special building mentioned in 

regulation no . 6 .2 .6 . 1. 
Aboveside and rear marginal distances over and above 6 .0 m . (on ground ) may be allowed to 
be left on upper floor/s to achieve required marginal distance ( stepped marginal distances ). 
If certain floors of the building are specifically earmarked for parking, then height of such 
floors, not exceeding 6 mtr . clear height, shall be deducted from computation of the height of 

the building. 
(c ) In case of group housing scheme where building abuts on internal road , the minimum 3 .0 m . 

set back from internal road or distance between two buildings whichever is more shall be 
provided . For Development plan road or classified road or through road , passing through 

Group Housing Scheme, the setback as prescribed in the regulations shall be provided . 
( d ) Distance between two buildings- The distance between two buildings shall be the side 

marginal distance required for the higher building between two adjoining buildings. 
16 .7 BUILDINGS ABUTTING TWO OR MORE STREETS 

When a Building abuts two or more streets , the setbacks from the streets shall be such as if the 

building is fronting on each such street . 
16 .8 PERMISSIBLE STRUCTURES / PROJECTIONS IN MARGINAL DISTANCES 


16 .8 .1 


The following projections shall be permissible in marginal distances : 
( a ) Projections into marginal distances:- Every marginal distances provided either interior or 

exterior shall be kept free from any erection thereon and shall be open to the sky and no 
cornice, chajja, roof or weather shade more than 0 . 75 m . wide shall overhang or project over 
the said marginal distances so as to reduce the width to less than the minimum required . 
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(b ) A canopy not exceeding 5m . in length and 2 .5 m . in width in the form of cantilever and 

unenclosed over the main entrance providing a minimum clear height of 2 .40 m . below the 
beam bottom of canopy . The canopy shall not have access from upper floors ( above floors ) , 
for using as sitting out place. There shall be a minimum clearance of 1 .5 m . between the plot 
boundaries and canopy . 
Provided that more than one canopy may be allowed in case of special buildings, as per 

requirement. 
(c) A projection of maximum 30 cm . on roof top terrace level may be allowed throughout the 

periphery of the building. In case of pitched roof projection of maximum 45 cm . at roof top 

terrace level throughout periphery of the building shall be allowed . 
(d ) Accessory buildings :- The following accessory buildings may be permitted in the marginal 

distances - 
(i) Parking lock up garage not exceeding 2.4 m . in height shall be permissible in the rear 

corner of the plot with independent bungalow . Parking lock up garage when attached to 
main building shall be 7 .5 m . away from the road line and shall be of such constructions 
giving fire resistance of 2 hours . The area of parking lock up garage shall be taken into 

account for the calculation of FSI. 
( ii ) Suction tanks, soak pits , pump room , electric cabin of substation or gen -set area , electric 

meter room as per requirement, garbage shaft for wet and dry garbage separately with 
collection chamber , space required for fire hydrants , electrical and water - fittings, water 
tanks, dustbins, etc . 


(iii ) One watchman s cabin / booth not more than 5 sq . m . in built up area having min . 1. 80 m . 

width or diameter of cabin / booth for each entrance to the campus. 


Note :- When a building abuts on three or more roads then above mentioned user, except 
( iv ) , shall be permissible in front setback facing the smaller road or less important from 

traffic point of view . 
(e ) "Ramp " for basement, in side and rear marginal distances. In case of special buildings , ramps 

may be allowed , subject to 6 .0 m . clear marginal distance for movement of fire fighting 

vehicle 
(f) Staircase mid -landing of 1.2 m . width with clear minimum headway of 2 .1 m . below the mid 

landing. However, clear distance from edge of landing to the plot boundary shall not be less 

than 1 .8 m . In case of special buildings, this shall be subject to 6 .0 m . clear marginal distance . 
(g) Architectural projections upto 1.00 m . which will not reduce the marginal space more than 

2 . 00 m . 

(h ) Sky signs and Hoardings as per the policy approved by the Municipal Commissioner. 
16 .8 .2 Exclusion of structures / projections for FSI calculation 

All structures , excluding following, shall be counted in FSI. 
(a) Structures / Projections mentioned in Regulation 16 .8 .1 ( a), (b ), (c), (d ) (ii), (e), (f), (g), (h ) 
(b) Stilt / Multi -storeyed floor space used as parking. 
(C ) A basement/s under a building and used for meter room , air - conditioning plant , electric sub 

station and parking spaces (use accessory to the principal use). 
(d ) Areas covered by ( i) Lofts (ii ) Service floor of height not exceeding 1.8 m . for hotels rating 

with three stars and above and hospitals . 


909 


महाराष्ट्र शासन राजपत्र , भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९, शके १९३७ 
(e) Area of structure for an effluent treatment plant as required as per the requirements of the 

Maharashtra Pollution Control Board or other relevant authorities . 
(f) Areas covered by service ducts, stilt . Area of lifts on all floors. 

Rockery, well and well structures, plant, nursery , water pool, swimming pool (if uncovered ), 
platform around a tree , fountain bench , chabutara with top and unenclosed sides, ramps , 
compound wall , gate slide / swing, steps outside the buildings , domestic working place (open 

to sky ), overhead water tank on top of the building and refuge area for high rise buildings . 
(h ) Area covered by new lift and passage thereto in an existing building with height uptol5m ., in 

congested area . 
(i) Telecommunication tower , antenna and construction of a room having upto 20 sq. m . area for 

allied activities . 
(j) Structure permissible in recreational open space in layout or group housing scheme. 
(k ) Atrium in any building. Atrium may be allowed to be covered on top with transparent sheets . 

(1) Escalators as provided in Regulation no.18. 4 .9 .2 . 
16 .9 HEIGHT OF BUILDING 
16 .9 . 1 ( a ) Building of any height may be allowed subject to provisions in Regulation no . 16 . 6 and subject 

to adherence of special norms related to high rise building as prescribed by Government from 
time to time. Further, Fire protection measures in respect of special building should be 

adhered to . 
(b ) Buildings intended for hazardous godowns storage of inflammable materials and storage of 

explosives shall be single storied structures only. 
(c ) The height restriction in Koregaon Park Area shall be as per special regulations applicable in 

Koregaon Park Area annexed in Appendix - K 
16 . 10 HEIGHT EXEMPTIONS 

The appurtenant structures such as roof tanks and their supports , ventilating, air -conditioning, lift 
rooms and similar service equipment, stair cover , chimneys and parapet walls and architectural 
features not exceeding 1 m . in height and stilt parking floors not exceeding 6 .0 m in height, shall 

not be included in computation of height of building for the purposes of marginal distances . 
16 .11 INTERIOR & EXTERIOR CHOWK 
16 . 11.1 (a) Interior chowk : Wherever habitable rooms or kitchen derives ventilation from inner chowk or 

interior open space , the size of such interior open space shall not be less than 3m . x3m . upto height 
of 18m . and for heightmore than 18m ., the interior open space shall not be less than H /6 m . x H /6 
m . where H = height of highest wall of the chowk. 
(b ) Exterior chowk : The minimum width of the exterior chowk for the purpose of light and 
ventilation , shall not be less than 2 .4 m . and depth shall not exceed 2 times the width , for buildings 
upto 17m . height and for heightmore than 17m ., the exterior open space shall not be less than H /7 
m . x H /7 m . where H = height of highest wall of the chowk . If the width of the exterior chowk is 
less than 2 .4 m . it shall be treated as a notch and shall not be considered for deriving ventilation . 


However, for ( a ) and (b ) above maximum distance shall be subject to the maximum limit 
prescribed for distance between two buildings . 


16 .11 .2 Where only water closet , bathroom , combined bathroom and water closet are abutting on the 

interior open space , the size of the interior open space shall be in line with the provision for 
ventilation shaft as given in Regulation no . 17 . 14 .4 . 
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16 . 12 SPECIAL REGULATIONS FOR KOREGAON PARK AREA 

Development in Koregaon Park area shall be subject to special regulation mentioned in 
Appendix - K 
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PART V 

REQUIREMENTS OF PARTS OF BUILDINGS 
17.0 Requirements for the various parts of the building shall be as given below 


17 . 1 


Plinth 


17 . 1. 1 Main Building : The plinth or any part of a building or out house shall be so located with respect to 

surrounding ground level that adequate .drainage of the site is assured but height shall not be less 
than 0 .45 m . above the surrounding ground level. In areas subject to flooding, the height of the 
plinth shall be at least 0.45 m . above the high flood level. In case of special housing scheme 
undertaken by public agencies for LIG / EWS, the minimum height shall not be less than 0. 30 m . 


17 .1 . 2 Interior Courtyards : Every interior Courtyard shall be raised at least 0 . 15 m . above the 

surrounding ground level and shall be satisfactorily drained . 


17.2 Habitable Rooms 


17 .2 .1 


Size - A habitable room shall have a carpet area of minimum , 9.50 sq.m .except those in the hostels 
attached to recognised educational institutions, the minimum size of a habitable room for the 
residence of a single person shall be 7 .50 sq .m ; the minimum width of a habitable room shall be 2 . 4 
m . One full side of a habitable room shall abut on the open space. Where there is more than one 
room , one shall be not less than 9 .50sq.m ., and other 7 .50 sq. m . 


17 .2 . 1. 1 


The size of the room in a single room tenement shall not be less than 10 .5 sq . m . with a minimum 
width of 2 .4 m . 


17 . 2 . 2 Height:- The height of all rooms for human habitation shall not be less than 2 .75 m . measured from 

the surface of the floor to the lowest point of the ceiling (bottom of slab ). The minimum clear head 
room under beam shall be 2.4 m . In case of centrally air conditioned building, height of the 
habitable room shall not be less than 2 . 4 m , measured from the surface of the floor to the underside 
of the slab or to the underside of the false ceiling. 


17 .2 .2. 1 In the case of pitched roof , the average height shall not be less than 2 .75 m . and the minimum 

height at eaves level shall not be less than 2 . 1 m . 


17.2 . 2 .2 However, the maximum room height shall be 4 .75m . in case of all buildings excepting Residential 

Hotels of the category of 3 starred and above , Assembly , Institutional, Educational, Industrial, 
Hazardous and Storage occupancies, and in case of portions common to two floors of duplex flats. 
For such buildings height of room shall be as per requirement. Duplex flats shall mean a residential 
flat divided on two floors with an internal staircase connecting the two floors . 


17 .2 . 2 . 3 Height of room for Information Technology Establishment ( I. T . E .) for any telematics equipment 

storage erection facility can have a height as required for effective functioning of that system . 


17 .3 Kitchen 


17.3 .1 Kitchen size - The area of the kitchen shall not be less than 5 .50 sq . m . with a minimum width of 

1. 5 m . 


17.3 . 1.1 


In the case of single room tenement as given in Regulation no . 17 .2. 1. 1, no provision for kitchen is 
necessary . Where alcoves ( a cooking space having direct access from the main room without any 
inter communicating door) are provided , the size shall not be less than 2 .4 sq .m . with a minimum 
width of 1. 2 m . 
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17.3 .2 Height: The room height of a kitchen measured from the surface of the floor to the lowest point in 

the ceiling (bottom of slab ) shall not be less than 2 . 75 m ., subject to provisions of Regulation 
no. 17 .2 . 2 . 1 . 


17.3 .3 Other Requirement: Every room to be used as kitchen shall have 


(a) Means for the washing of kitchen utensils which shall lead directly or through a sink to grated 

and trapped connection to the waste pipe ; 


(b ) Impermeable floor. 


(c ) Window of not less than 1 .0 sq. m . area , opening directly on to an interior or exterior open 

space, but not into a ventilation shaft. 


17 .4 Bath Rooms, Water Closets , Combined bath room and water closet 


17 .4 .1 Size - The minimum size shall be as under 


(a) Independent Bathroom 1. 00 x 1.20 m . 
(b ) Independent Water closet 0 .9 m . x 1 . 10 m . 


(c ) Combined bath room and water closet . 1.80 sq. m . with minimum width of 1.00 m . 


17 .4 . 2 


Height:- The Height of a bathroom or water closet measured from the surface of the floor to the 
lowest point in the ceiling (bottom of slab ) shall be not less than 2 . 1 m . 


17.4.3 Other Requirements - Every bathroom or water closet shall - 


(a ) be so situated that at least one of its wall shall open to external air with the size of opening 

(windows, ventilators, louvers ) not less than 0 . 3 sq . m . in area and side not less than 0 .3 m . 
(See Regulation no . 17. 14 .3) 


(b ) have the platform or seatmade of water tight non -absorbentmaterial, 


(c ) be enclosed by walls or partitions and the surface of every such wall or partitions shall be 

finished with a smooth impervious material to a height of not less than 1 m . above the floor of 
such a room ; and 


(d ) be provided with an impervious floor covering, sloping towards the drain with a suitable grade 

and not towards veranda or any other room . 


17 .4 .4 


No room containing water closets shall be used for any purpose except as a lavatory and no such 
room shall open directly into any kitchen or cooking space by a door, window or other opening . 
Every room containing water closet shall have a door completely closing the entrance to it . 


17 .5 


Loft 


The maximum depth of a loft shall be 1 .5 m . and the loft may be provided , over residential 
kitchens, habitable rooms, bath rooms, corridors and over shop floor, built up to an area 25 per cent 
over kitchens and full space of bath rooms, water closets and corridors. In the shops loft over an 
area upto 33 % of the carpet area may be provided . However, loft will not be allowed where 
mezzanine floor is provided . 


17.5 .1 


The clear head room under loft shall not be less than 2. 1 m . 


17.5 .2 Loft in commercial areas and industrial buildings shall be located 2 m . away from the entrance . 
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17.6 Cupboards & Shelves 


The projections ( cantilever ) of cupboards and shelves in residential building may be permitted and 
shall be counted in FSI calculations. Such projections may project upto 0 .23m , in the setbacks , 
provided the width of such cupboard / shelves does not exceed 2. 4 m . and each room shall not have 
more than one such cupboard/ shelf. Moreover such projection shall not be allowed in a marginal 
distance less than 2 .25 m . 


17 .7 Mezzanine floor 
17 . 7 .1 Size: The aggregate area of the mezzanine floor shall not exceed 50 % of the built up area of that 

floor. The minimum size of a mezzanine floor if it is used as a habitable room shall not be less than 
9 .00 sq .m . 


Note :- Mezzanine floor area shall be counted towards FSI 


17 .7 . 2 Height - The minimum height of a mezzanine floor shall be 2 .2 m . The headroom under mezzanine 

room shall not be less than 2 . 10 m . 


17 . 7 . 3 Other Requirements : A mezzanine floor may be permitted in a room , provided that it confirms to 

the standards of habitable rooms as regards lighting and ventilation . 


17. 8 


Store Room 


17 . 8 . 1 


Size :- The floor area of a store room in a residential building where light ventilation and height 
are provided at standards lower than as required for living room shall not be more than 3 sq. m .One 
or more store roomsmay be allowed considering size of flat. 


Prayer/pooja room may be allowed in same manner. 


17.8 .2 


Height - The height of a store room shall not be less than 2 . 10 m . 


17 .9 Cabin 


The size of a cabin shall not be less than 3 .0 sq.m The clear passages within the divided space of 
any floor shall not be less than 0.75m and the distance from the farthest space in a cabin to any exit 
shall not be more than 18 .5 m In case the sub - divided cabin does not derive direct lighting and 
ventilation from any open space/mechanical means, the maximum height of the cabin shall be 


2 .2m . 


17. 10 Garage 


17 .10 .1 


Size:- The size of a garage in individual residential building shall be not less than 2 .5 m . X 5 m . 
and not more than 3 m . X 6 m . The area of parking lock up garage shall be included in FSI 
calculations. 


17. 10 .2 Height:- The maximum head room in a garage shall be 2. 4 m . 


17 .10 .3 


The plinth of garage located at ground level shall not be less than 15 cm . above the surrounding 
ground level . 


17 .10 .4 


The garage shall be setback behind the building line for the street / road on to which the plot abut, 
and shall not be located affecting the access ways to the building . 


17 .10 .5 


Corner Site : When the site fronts on two streets , the location of a garage (in a corner plot) ( if 
provided within the marginal distances) shall be on diagonally opposite the point of intersections. 
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17 .11 Roofs 
17 . 11. 1 The roof of a building shall be so constructed or framed as to permit effective drainage of the rain 

water there from by means of sufficient rain water pipes of adequate size, wherever required , so 
arranged , jointed and fixed as to ensure that the rain water is carried away from the building 
without causing dampness in any part of the walls or foundations of the building or those of an 
adjacent building 


17 . 11.2 


The Municipal Commissioner may require rain water pipes to be connected to a storm water drain 
through a covered channel formed beneath the public footpath or in any other approved manner , if 
not used for rain water harvesting 


17.11.3 


Rainwater pipes shall be affixed to the outside of the walls of the building or in such other manner 
as may be approved by the Municipal Commissioner. 


17 . 11.4 


Top Terrace of a building shall not be sub -divided and it shall have only common access. However, 
intermediate terraces may be allowed to be attached with flat to the extent of permissible open 
balcony . Remaining part of intermediate terrace shall remain open to sky . 


17 .12 Basement 
17. 12.1 Basement shall generally be constructed within the prescribed setbacks and prescribed building line 

in one or two level and may be put to only following uses: 


Following user shall be permissible free of FSI. 
(i) Air conditioning equipment and other machines used for services and utilities of the building ; 
( ii) Parking spaces and 
(iii) Strong room , bank cellars , radio /laser therapy unit etc. 
Following user shall be permissible and counted in FSI. 
(i) Storage incidental to principle use 
( ii ) Commercial uses . 


17 .12 .2 


The basement shall not be used for any other user than mentioned above, except for star category 
hotels, hospitals where the basement may be used for habitable purposes provided that required 
parking, artificial light & mechanical ventilation is provided to the satisfaction of the Municipal 
Commissioner. 


17 . 12 .3 Multilevel basements may be permitted if the basement is used for parking . The ramps ofminimum 

3 .0 m . width for entry and exit of vehicle separately shall be provided. In case of bona - fide 
hardship , the Municipal Commissioner may allow only one ramp with not less than 6 .0 m . in 
width . 


17. 12.4 


If the basement is constructed below ground level and only for parking, then such basement can be 
extended in side and rear margins upto 3 m . form the plot boundary . 


17 .12 .5 


The basement shall have the following requirements - 
(a ) Every basement shall be in every part at least 2. 4 m . in height from the floor to the soffit of 

beam . 
(b ) Adequate ventilation shall be provided for the basement with a ventilation area not less than 

2 .5 % of the area of the basement. Any deficiency may be met by providing additional 
adequate mechanical ventilation in the form of blowers , exhaust fans, air conditioning systems 


etc . 
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(c ) The minimum height of the ceiling of any basement shall ordinarily be 0 .9 m . and maximum of 

1. 2 m . above the average surrounding ground level. However it does not apply to the 
mechanically ventilated basements . In such cases, basement may also be allowed flushing to 

the average ground level . 
(d ) Adequate arrangement shall be made such that surface drainage does not enter the basement. 
(e ) The walls and floor of the basement shall be water - tight and be so designed that the effect of 

the surrounding soil and moisture, if any, are taken into account in design and adequate damp 

proofing treatment is given ; and 
(f) The access to the basement shall be separate from the main and alternate staircase providing 

access and exit from higher floors. Where the staircase is continuous in case of building served 
by more than one staircase , the same shall be of enclosed type serving as a fire separation from 
the basement floor and higher floors (see Regulation no . 18.4 .3 (m )] Open ramps shall be 
permitted if they are constructed within the building line subject to the provision of (d ). 


17 .13 Podium 

Podium for parking of the vehicle may be permitted with following requirements / conditions 
i) Every podium shall be in every part at least 2. 4 m . in height from the floor to the soffit of 

beam . 
ii) Podium shall not be provided in front setback space . 
iii) Minimum 3.0 m . distance shall be observed between plot boundary and podium subject to 

requirements of Fire Brigade Authority . Required marginal distances shall be left over podium . 
iv ) Podium shall only be used for parking and it shall be designed to take load of fire engine. 
V ) Podium shall be permissible for plots having 1000 sq. m . and above and may be in multilevel. 

However in congested area the same shall be minimum 500 sq . m . 
vi) Podium shall be permissible joining two or more buildings or wings of buildings. 


17.14 Lighting and Ventilation of Rooms 
17 .14 .1 The minimum aggregate area of opening of habitable rooms and kitchens excluding doors shall be 

not less than 1/10th of floor area . 
17 . 14 . 2 

No portion of a room shall be assumed to be lighted if it is more than 7.5 m . from the opening 
assumed for lighting / ventilation of the portion , provided additional depth of any room beyond 7.5 

m . may be permitted subject to provision of proportionate increase in the opening . 
17 . 14 . 33 Where the lighting and ventilation requirements are not met through day lighting and 

natural ventilation , the same shall be ensured through artificial lighting and mechanical ventilation 
as per latest version of Part VIII - Building Services Section , Lighting and Ventilation of National 
Building Code of India published by the Bureau of Indian Standards. In the case of special types of 
buildings requiring artificial lighting and air - conditioning for special types of manufacturing or 
other process the requirements about natural day lighting and ventilation may be relaxed . 


17 .14 .4 . Ventilation Shaft : 


For ventilating the space for water closets and bath roomof staircase, if not opening on the exterior 
side of a building , open on the ventilation shaft , the size of which shall not be less than the values 
given below in Table No. 8 : 
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Table No. 8 
Height of building in m . Size of ventilationin sq. m Minimum width of 

shaft in m . 
Up to 10 1. 2 

0 . 90 
Up to 12 

1. 50 
Up to 18 

1 . 80 
Up to 24 5 . 4 

| 1 . 80 
Up to 30 

2 .40 
Up to 50 16 .0 

4.00 
Above 50 25 .0 

5 .00 


3. 0 


4 .5 


8 . 0 


17.14 .5 In residential lodging hotels and other establishments where attached toilets are provided with 

mechanical ventilation system installed as per Regulation no . 17 . 14 . 3 ., the size of ventilation shaft 

stand relaxed . 
17 .15 Parapet 

Parapet walls and handrails provided on the edges of roof terraces, balcony etc . shall not be less 
than 1.05 m . and not more than 1.50 m . in height. For elevational treatment, height may be allowed 

upto 2 .4m . 
17. 16 Wells 

Wells intended for supply of water for human consumption or domestic purposes may be permitted 

at suitable place. Exiting wells and natural water resources are to be retained and protected as it is . 
17 . 16 . 1 Requirements : The well shall : 

(a ) have minimum internal diameter of not less than 1 m .; 
(b ) be constructed to a height not less than 1 m . above the surrounding ground level to form a 

parapet or curb and to prevent surface water from following into a well , and shall be 
surrounded with a paving constructed of impervious material which shall extend for a distance 
of not less than 1. 8 m . in every direction from the parapet or the curb forming the well head 

and the upper surface for such paving shall be sloped away from a well ; 
(c) be a sound and permanent construction (PUCCA) throughout; 
(d ) the interior surface of the lining or walls of the well shall be rendered impervious for depth of 

not less than 1.8 m . measured from the level of the ground immediately adjoining the well 
head . 


17. 17 Septic Tanks 

Where a septic tank is used for sewage disposal, the location , design and construction of the septic 

tank shall conform to requirements of Regulation no . 17 . 17 . 1 and 17 .17 . 2. 
17.17. 1 Location of Septic Tanks and Subsurface Absorption System : - A subsoil dispersion system 

shall not be closer than 12 .00 m . of any source of drinking water, so as to avoid the possibility of 

bacterial pollution of water supply . 
17 .17 .2 Requirements : 

(a) Dimensions of Septic Tanks : Septic tanks shall have minimum width of 75 cm ., minimum 

depth of 1 m . below the water level and a minimum liquid capacity of 1 cu .m . Length of tanks 

shall be 2 to 4 times the width . 
(b ) Septic tanks may be constructed of brick work , stone masonry, concrete or other suitable 

materials. 
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(c ) Under no circumstances should effluent from a septic tank be allowed into an open channel 

drain or body of water without adequate treatment. 
(d ) Minimum nominal diameter of pipe shall be 100 mm . further , at junctions of pipes in 

manholes; direction of flow from a branch connection should not make an angle exceeding 45 

degree with the direction of flow in the main pipe . 
(e ) The gradients of land drains under drainage as well as the bottom of dispersion trenches and 

soak way should be between 1 : 300 and 1 : 400 . 
(f) Every septic tank shall be provided with ventilating pipe of at least 50 mm diameter. The top 

of the pipe shall be provided with a suitable cage of mosquito proof wire mesh . 


The ventilating pipe shall extend to a height, which would cause no smell nuisance to 
any building in the area . Generally , the ventilating pipe may extend to a height of about 2 m . 
when the septic tank is at least 15 m . away from the nearest building and to a height of 2 m . 
above the top of the building when it is located closer than 15 m . 
When the disposal of septic tank effluent is to seepage pit, the seepage pit may be of any 
suitable shape with the least cross sectional dimension of 90 cm . and not less than 100 cm . in 
depth below the invert level of the inlet pipe . The pit may be lined with stone, brick or 
concrete blocks with dry open joints which should be backed with at least 7 .5 cm . of clean 
coarse aggregate . The lining above the inlet level should be finished with mortar . In the case of 
pits of large dimensions, the top portion may be narrowed to reduce the size of the RCC cover 
slabs . Where no lining is used , especially near trees , the entire pit should be filled with loose 
stones . A masonry ring may be constructed at the top of pit to prevent damage by flooding of 
the pit by surface run off. The inlet pipe may be taken down to a depth of 90 cm . from the top 

as an anti -mosquito measure . 
(h ) When the disposal of septic tank effluent is to a dispersion trench , the dispersion trench shall 

be 50 to 100 cm . deep and 30 to 100 cm . wide excavated to a slight gradient and shall be 
provided with 15 to 25 cm . of washed gravel of crushed stones. Open jointed pipes placed 
inside the trench shall be made of unglazed earthenware clay or concrete and shall have 
minimum internal diameter of 75 to 100 mm . Each dispersion trench should not be longer than 

30 m . and trenches should not be placed closer than 1.8 m . 
17. 17.3 Septic Tank Requirements :- Requirements specified by State and Central Government, Public 

Health Institutes such as NEERI, for modern methods of disposal, may also be permissible . 
17. 18 Boundary Wall 

The requirements of the boundary wall are given below : 
(a ) Except with the special permission of the Municipal Commissioner the maximum height of the 

compound wall shall be 1. 5 m . above the centre line of the front street. Compound wall upto 

2 : 4 m . height may be permitted if the top 0 .9m . is of open type construction ( railings ). 
( b ) In case of corner plot the height of boundary wall shall be restricted to 0 .75 m . for a length 

equal to fanningof the roadon the front and side of the intersections and balance height of 0 .75 

m . if required in accordance with (a ) may be made of open construction ( railings ), 
(C ) However , the provisions of (a) and ( b ) are not applicable to boundary wall of jails . In 

industrial buildings , electric sub stations, transformer stations institutional buildings like 
sanatoria , hospitals , industrial buildings like workshops , factories and educational buildings 
like schools , colleges, including the hostels , and other uses of public utility undertakings . 
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Height upto 2.4 m . to boundary walls of these types of building may be permitted by the 

Municipal Commissioner. 
(d ) The compound gate should open entirely inside the property and shall not open on any 

access / pathway/ road/ street. 
17. 19 Office-cum -Letter Box Room 

In the case of multi -storeyed multi-family dwelling apartments constructed by existing or proposed 
Co - operative Housing Societies or Apartment Owners Associations, Limited Companies and 
proposed societies, an office -cum - letter box room of appropriate size as per requirement shall be 
provided on the ground floor. 


17.20 Space for CNG Regulator setup 

Space for provision of CNG Regulator shall be provided as per the requirements . 
17. 21 Meter Rooms 

Meter room size shall be as per requirement of M . S. E .D .C .L . or as per number of tenements /units . 
17. 21.1 The spaces for provision of transformers shall be provided as given in Regulation no. 14 .5 or as per 

the requirements of M .S . E . D . C . L . 


17.22 Chimneys 
17. 22 .1 Chimneys ,where provided shall conform the requirements of IS 145 -1960 of latest version . 
17. 22.2 Notwithstanding the provisions of Regulation no . 17.22 .1, the Chimneys shall be built at least 0 .9 

m . above parapet wall. In the case of sloping roofs, the chimney top shall not be less than , 0 :6 m . 
above the ridge of the roof in which the chimney penetrates. 


18 .0 EXIT REQUIREMENTS 


18 .1 General -The following general requirements shall apply to exits. 

(a ) Every building meant for human occupancy shall be provided with exits sufficient to permit 

safe escape of occupants in case of fire or other emergency ; 
(b ) In every building, exits shall comply with the minimum requirements of this part , except those 

not accessible for general public use ; 
(c) All exits shall be free of obstructions; 
(d ) No building shall be altered to reduce the number, width or protection of exits to less than that 

required ; 


(e ) Exits shall be clearly visible and the routes to reach the exits shall be clearly marked and sign 

posted to guide the occupants to the floor concerned ; 
(f) All exit ways shall be properly illuminated ; 
( g ) Fire - fighting equipment where provided along exits shall be suitably located and clearly 

marked but must not obstruct the exit way and yet there should be clear indication about its 

location from either side of the exit way; 
(h ) Alarm devices shall be installed for buildings above 15m . in height , to ensure prompt 

evacuation of the occupants concerned through the exits ; 
(i) All exits shall provide continuous means of egress to the exterior of a building or to an exterior 

open space leading to a street and ; 
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(1) Exits shall be so arranged that they shall be reached without passing through another occupied 

unit . 


18 .2 Types of Exits - 

Exits shall be either of horizontal or vertical type. An exit may be doorway, corridor , and 
passageways to an internal staircase or external staircase, ramps or to a veranda and /or terraces 
which have access to the street or to roof of a building. An exit may also include a horizontal exit 
leading to an adjoining building at the same level. Lifts and escalators shall not be considered as 

exits . 
18 . 3 Number and Size of Exits 


The requisite number and size of various exits shall be provided , based on number of occupants in 
each room and floor based on the occupant load , capacity of exits ; travel distance and height of 
building as per provisions of Regulation no . 18.3 .1 . to18 .3 .5 . 


18. 3.1 


The buildings specified in Regulation no .18 . 4. 4 shall have two staircases out of which one shall be 
fire escape staircase . This shall be subject to the provisions mentioned in the said regulations . 


18 .3 .2 Arrangement of Exits 

Exits shall be so located so that the travel distance on the floor shall not exceed as given below : 


Type of Building 


Travel Distance 


1) Residential, Educational, Institutional and 

Hazardous occupancies 


22 .5 m 


30 . 0 m 


2 ) Assembly , Business, Mercantile , Industrial and 

Storage occupancies 


Wherever more than one exit is required for a floor of a building, they shall be placed as remote 
from each other as possible . All the exits shall be accessible from the entire floor area at all floor 
levels 


18 .3 .3 Occupant Load - 

For determining the exits required the number of persons within any floor area or the occupant load 
shall be based on the actual number of occupants but in no case, less than that specified in Table 
No. 9 below . 


No. 


1 


Table No. 9 

Occupant Load 
Group of Occupancy 

Occupant Load Gross Area * in 

sq .mt. per person 
( 2 ) 

(3 ) 
Residential 

| 12 .5 
Educational 

4 . 00 
Institutional 

15 (see Note- 1) 
Assembly 
( a ) with fixed or loose seats and dance floors | 0 .6 (see Note - 2) 
(b) without seating facilities including dining 1. 5 ( see Note - 2) 


3 


rooms 
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Mercantile 
(a ) Street floor and sales basement 
(b ) Upper sale floors 
Business and industrial 
Storage 
Hazardous 


| 10 


8 


10 


* The gross area shall mean plinth area or covered area 


Note 1 - Occupant load in dormitory portions of homes for the aged , orphanages , asylums, etc . 
where sleeping accommodation is provided shall be calculated @ not less than 7 .5 sq . m . gross area / 
person . 


Note 2 - The gross area shall include, in addition to the main assembly room or space, any 
occupied connecting room or space in the same storey or in the storeys above or below where 
entrance is common to such rooms and spaces and they are available for use by the occupants of 
the assembly space. No deductions shall be made in the gross area for corridors , closets or other 
sub - divisions. The area shall include all space serving the particular assembly occupancy . 
Capacity of Exits - 
The capacity of exits (doors and stairways ) indicating the number of persons that could be safely 
evacuated through a unit exit width of 50 cm . shall be as given in Table No. 10 . 


18 .3.4 


Table No. 10 
Occupants per Unit Exit Width 
Group or Occupancy 

Number of Occupants 

Stairways Ramps Doors 
Residential 

25 

50 75 
2. Educational 

25 

50 75 
3 Institutional 

25 

50 75 
4 Assembly 

40 50 
5 Business 

50 
6 Mercantile 

50 

60 
7. Industrial 

50 

60 75 
8 Storage 

50 

60 75 
9 Hazardous 

25 

30 40 
18.3 .5 Width of Stairways 

The following minimum width provisions shall be made for stairways ; 
i) For Individual House & Row housing with G + 2 storeys – minimum 0.75 m . 
ii) For Housing scheme in Regulation No. 25 . 10 - minimum 1.00 m . 
iii ) Other types - for building mentioned below , minimum width shall be as follows 
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993 


993 


Type of Building 


Built- up area on floor served by 

single staircase 


upto 500 
sq .m . 


More than 500 

sq. m . 


Multistoried Residential Buildings 


1.20 m . 


1. 50 m 


Residential Hotel Buildings 


1. 50 m . 


1 . 80 m 


1 . 80 m . 


2 . 00 m . 


Assembly buildings like auditoria , theatres , 
Cinemas etc ., mangal karyalaya , marriage halls . 


Institutional Buildings like Hospitals & Educational 


2. 00 m . 


2 . 30 m . 


All other public buildings including commercial 
buildings. 


1 . 50 m . 


1. 80 m . 


18 . 4 Other Requirements of Individual Exits- The detailed requirements of individual exits are given 

in Regulation no . 18 . 4 . 1 to 18 .4 . 6 . 


18 .4 . 1 Doorways: 


(a ) Every exit doorway shall open into an enclosed stairway , a horizontal exit or a corridor or 

passage way providing continuous and protected means of egress 
(b ) No exit doorway shall be less than 90 cm in width in case of residential and 100 cm . in width 

in case of other buildings. Doorways shall be not less than 200 cm . in height. Doorways for 

bathrooms, water closet , stores etc . shall be not less than 75 cm . wide. 
(c) Exit doorways shall open outwards, that is away from the room but shall not obstruct the travel 

along any exit . No door, when open , shall reduce the required width of stairway or landing to 
less than 90 cm . 


(d ) Exit door shall not open immediately upon a flight of stairs , a landing equal to at least the 

width of the door shall be provided in the stairway at each doorway . Level of landing shall be 

the same as that of the floor which it serves . 
18 .4 .2 Revolving Doors : 

a ) Revolving doors shall not be used as required exits except in residential, business and mercantile 

occupancies, but shall not constitute more than half the total required door width ; 
18 .4.3 Stairways : 

a) Interior stair shall be constructed of non -combustible materials throughout ; 
b ) Interior staircase shall be constructed as a self -contained unit with at least one side adjacent to 

an external wall and shall be completely enclosed ; 
c ) A staircase shall not be arranged around a lift shaft unless the latter is entirely enclosed by a 

material of required fire- resistance rating. For buildings more than 15m . in height, the staircase 
location shall be to the satisfaction of Fire Officer , Fire Brigade Authority, wherever 

necessary . 
d ) Hollow combustible construction shall not be permitted . 
e) The minimum width of an internal staircase shall be as per the provisions of Regulation No. 

18 .3 .5 . 
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f ) The minimum width of treads without nosing shall be 25 cm . for an internal staircase for 

residential buildings. In the case of other buildings, the minimum treads shall be 30 cm . The 

treads shall be constructed and maintained in a manner to prevent slipping . 
g) The maximum height of riser shall be 20 cm . in the case of residential buildings and 15 cm . in 

the case of other buildings. They shall be limited to 12 per flight. For low income housing 

scheme in narrow plots , the riser may be provided in one flight. 
h ) Handrails shall be provided with a minimum height of 90 cm . from the tread , 


i) The minimum unobstructed headroom in a passage under the landing of a staircase and under 

the staircase shall be 2 .2 sq . m . 
j) No living space , store or other fire risk spaces shall open directly into the external staircase or 

staircases . 
k ) External exit door of staircase enclosure at ground level shall open directly to the open spaces 

or can be reached without passing through a large lobby. 
1) In the case of assembly , institutional , residential hotels , industrial and hazardous occupancies , 

the exit sign with arrow indicating the way to the escape route shall be provided on the wall / 
floor and shall be illuminated by electric light connected to corridor circuits . All exit way 
marking signs should be flush with the wall and so designed that no mechanical damage shall 
occur to them due to moving of furniture or other heavy equipments. Further all landings of 
floor shall have floor indication boards indicating the floor number . The floor indication board 
shall be placed on the wall immediately facing the flight of stairs and nearest to the landing. It 
shall be of appropriate size . 


m ) In case of single staircase it shall terminate at the ground floor level and the access to the 

basement shall be by a separate staircase. Wherever the building is served by more than one 
staircase , one of the staircases may lead to basement levels, provided the same is separated at 
ground level by either a ventilated lobby or cut-off screen wall without opening, having a fire 
resistance of not less than 2 hours with discharge point at two different ends or through 
enclosures. It shall also be cut off from the basement areas at various basement levels by a 
protected and ventilated lobby / lobbies. The staircase shall be lighted and ventilated and the 
minimum size of openings on walls abutting to open spaces shall be 0 .3 sq. m . per landing . 


18 . 4 . 4 


Fire escape or external stairs – 
Fire escape staircase shall be provided in case of following buildings . 
1) Residential buildings having height of more than 15 m . and having a built up area more than 

500 sq .m on any floor. 
Provided that, parking floors upto the height 6 . 00 m . shall be excluded from the computation 

of height under this regulation . 
2 ) Building having height 70m . or more shall be provided with additional fire escape staircase, 

having width not less than 2 .00 m . irrespective of the built up area on the floor. 
3) Other buildings specified in Regulation No. 6 .2.6.1 

This shall be subject to following - 
(a ) Fire escape shall not be taken into account in calculating the evacuation time of building ; 
(b) All fire escapes shall be directly connected to the ground ; 
(c) Entrance to fire escape shall be separate and remote from the internal staircase ; 
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(d ) The route to fire escape shall be free of obstructions at all times , except a doorway leading to 

the fire escape ; which shall have the required fire resistance ; 


(e ) Fire escape shall be constructed of non -combustible materials ; 
(f) Fire escape stairs shall have straight flights not less than 75 cm . wide with 25 cm . treads and 

risers not more than 20 cm . The number of risers shall be limited to 16 per flight. 


(g) Handrail shall be of height not less than 90 cm . 


(h ) Fire escape staircase shall be connected to other staircases through common passage at every 

floor. 


18.4.5 Spiral stairs (fire escape) - 

The use of spiral staircase shall be limited to low occupant load and to a building of height 9 m . 
unless they are connected to platforms, such as balconies and terraces to allow escapee to pause. 
A spiral fire escape shall not be less than 150 cm . in diameter and shall be designed to give 
adequate headroom . 


18 . 4 . 6 Ramps : 

(1) Ramps for pedestrians. 
( a ) Ramps with a slope of not more than 1 in 10 may be substituted for and shall comply with 

all the applicable requirements of required stairways as to enclosure capacity and limiting 

dimensions. Ramps shall be surfaced with approved non --slipping material ; 
(b ) The minimum width of the ramps in hospitals on a plot area upto 2000 sq. m . shall be 

1 .50 m . and on a plot above 2000 sq . m . shall be 2 . 25 m . 
(c) Handrails shall be provided on both sides of the ramp. 
(2 ) Ramps for basement or storeyed parking - For parking spaces in a basement and upper floors , 

at least two ramps of minimum 3 m . width with proper space for manoeuvring corner and 
slope of not steeper than 1 :8 , shall be provided preferably to the opposite ends. Due to space 
restriction , one ramp may be allowed which shall not less than 6 .0 m . in width . Such ramps 
may be permitted in the side and rear marginal distances. However, in case of special building 
mentioned in Regulation no .6 .2 .6 . 1, ramp may be permitted in the side and rear marginal 
distances after leaving 6 .0 m . distance around building for movement of fire - fighting 
vehicles.Provided that when a building abutting 3 or more roads, then ramps shall be allowed 
in front marginal distances facing the smaller road or less important road from traffic point of 
view . 


18 . 4 . 7 Corridors: 


(a ) The minimum width of a corridor other than internal passages shall be calculated based on the 

provisions of a Regulation no. 18. 3.3 to 18 . 3.5 as per the corresponding width of staircase ; 


(b ) In case of more than one main staircase of the building interconnected by a corridor or other 

enclosed space, there shall be at least one smoke stop door across the corridor or enclosed 

space between the doors in the enclosing walls of any two staircases. 
(c ) The passages ( covered or uncovered ) including an arcade, a courtyard , a porch or portico , 

spaces to be left open to sky in accordance with these Regulations, in any premises shall not be 
used for any other purpose than the permissible . 
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18 .4 .8 Refuge Area 

For buildings more than 24 m in height, refuge area of 15 sq .m . or an area equivalent to 0 .3 sq.m . 
per person to accommodate the occupants of two consecutive floors whichever is higher shall be 
provided as under : 
The refuge area shall be provided on the periphery of the floor or preferably on a cantilever 
projection and open to air at least on one side protected with suitable railings . 
a) For floors above 24 m . and upto 39 m . – One refuge area on the floor immediately above 24 m . 
b ) For floors above 39 m . One refuge area on the floor immediately above 39 m . and so on after 

every 15 m . Refuge area provided in excess of the requirements shall be counted towards FSI. 

However , area remained in excess because of planning constraints shall not be counted in FSI. 
Note : Residential flats on multi- storeyed buildings with balcony/ terraces, need not be provided 
with refuge area . However, flats without balcony or with enclosed balconies shall be provided with 

refuge area as given above. All refuge areas shall be accessible from common passages/ staircases. 
18 . 4 . 9 Lifts and Escalators : 

D 
Provision of lift shall be made for all buildings more than 16m . in height. However lift shall be 
provided in Pubic Hospital building exceeding 8 . 0 m . in height. In case the height of the building is 
more than 24 . 0 m . , at least two lifts shall be provided . In case the height of building is more than 
36 m ., one of the dimension of the lift shall be at least 2 .5 m . to accommodate the stretcher in case 
of emergency 


18 .4 .9 . 1 


Lifts : 
(a ) All the floors shall be accessible for 24 hours by the lifts. The lifts provided in the buildings 

shall not be considered as a means of escape in case of emergency . 
(b ) Grounding switch at ground floor level to enable the fire service to ground the lift cars in any 

emergency shall also be provided ; 
(c) The lift machine room shall be separate and no other machinery shall be installed therein . 
(d) The number , type and capacity of lifts shall satisfy the requirements of Part VIII, Section 5 ( 14 ) 

of installation of lift and escalators, NBC of India . 


Escalators : 


18 . 4 . 10 


Escalators may be permitted in addition to required lifts . Such escalators may be permitted in 
atrium area in shopping malls / public buildings . 
Fire Lift 
Where applicable, fire lifts shall be provided with a minimum capacity for 8 passengers and fully 
automated with emergency switch on ground level. In general, buildings 15 m . in height or above 
shall be provided with fire lifts . In case of fire, only fireman shall operate the fire lift. In normal 
course, it may be used by other persons. Each fire lift shall be equipped with suitable inter 
communication equipment for communicating with the control room on the ground floor of the 
building. The number and location of fire lifts in a building shall be decided after taking into 
consideration various factors like building population , floor area , compartmentation , etc . 


18 . 4 . 11 


Additional requirements in case of Housing Schemes 
Following amenities shall be provided in any housing scheme and shall be counted in FSI 
i) Fitness Centre , Crèche, society office cum letter box room , laundry room , admeasuring area of 

about 20 sq.m . in scheme having minimum 100 flats and thereafter additional 20 sq.m . area for 
every 300 flats . 
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ii) Sanitary block for servants having maximum area of 3 .00 sq.m . in schemes having minimum 

100 flats and thereafter additional 3 .00 sq.m . area for every 200 flats . 
iii) Drivers room of size 12 sq.m . with attached toilet in schemes having minimum 100 flats and 

thereafter additional 10 sq.m . area for every 300 flats . 
19 .0 FIRE PROTECTION REQUIREMENTS 

All buildings shall be planned, designed and constructed to ensure fire safety and this shall be done 
in accordance with Part IV of Fire Protection of National Building Code of India and Maharashtra 

Fire Prevention and Life Safety Measures Act, 2006 . 
20 .0 SPECIAL REQUIREMENTS OF OTHER BUILDINGS: 

20 .1 Educational buildings. 
20.1.1 Educational building shall only be permitted : 

a ) if the total area of the plot is not less than 0.4 Hect. except lands reserved in development plan , 
and, 


b ) area as mentioned below is available for playground . 


Sr. No . Area of land 

Area of Play Ground 
(i) Upto 5 Hect . 40 % 

( ii) Above 5 Hect. For first 5 Hect. 40 % and for remaining 20 % 
However , this provision shall not be applicable to already approved existing buildings wherein 

construction of additional floor is proposed . 
20.1 .2 No classroom shall admeasure less than 38 sq. m . with a min dimension of 6 .00 m . however the 

sizes may be reduced as per education imparted . 


20 .1 . 3 


The height of any classroom shall not be less than 3 .60 m . 


20 .2 


Institutional Buildings 
(Hospital ,Maternity Homes and Health Centre, Sanatoria ). 
Hospitals and Sanatoria ( special buildings ), preferably , shall be constructed on independent plot. 


20 .2 .1 


20.2 . 2 Every building shall have a refuge collection area of minimum 7.50 sq. m . size. The same shall not 

be allowed in marginal distances . Modern method of incineration of the refuge may be adopted . 


20 . 3 Cinema Theatre/Multiplex 


20 . 3 .1 Construction of Cinema Theatre / Multiplex shall confirm to the provisions of Maharashtra Cinema 

(Regulations) Rules, 1966 , as amended from time to time. 


20.4 Mercantile Buildings. 


20 .4 . 1 Minimum area of shop shall be 6 sq . m . with a minimum width of 2 .0 m . 


20. 5 Industrial Building 


20.5 .1 


In the case of Industrial Buildings with different operations/processes , the different ( gaseous, solid , 
liquid ) effluents shall be so treated , subject to the approval of Maharashtra Pollution Control Board 
and Chief Inspector of Steam Boilers and Smoke Nuisance, before letting it out in to the air , ground 
or water course . 
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20.5 .2 
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For construction of industrial building, buffer zone of 23 m . wide shall be left from residential or 
incompatible zone, wherever necessary . Such buffer zone may be part of sizable required 
recreational open space . Roads and marginal distance may also be treated as part of buffer zone . 
However, area of such buffer zone shall be counted in gross area for computation of FSI. Where 
green belt is shown in development plan between residential and industrial zone , area of such green 
belt shall be counted in gross area for calculation of FSI. 


The floor height for industrial building shall be as per requirement. 


* * * * * * * * * * * * * * * 
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PART VI 


PARKING , LOADING AND UNLOADING SPACES 


21.0 PARKING , LOADING AND UNLOADING SPACES : - 
21. 1 Parking spaces – 

Wherever a property is to be developed or redeveloped , parking spaces at the scale laid down in 
these Regulations shall be provided . When additions are made to an existing building, the new 
parking requirements shall be reckoned with reference to the additional space only and not to the 
whole of building but this concession shall not apply where the use is changed . The provisions for 

parking of vehicles shall be as given in Table No . 12 . 
21 . 1 . 1 General space requirements 

(i) Types: The parking spaces mentioned below include parking spaces in basements or on a floor 

supported by stilts , podium or on upper floors , covered or uncovered spaces in the plot and / or 

lock up garages. The height of the stilt shall not be less than 2 .4 m . from bottom of beam . 
(ii) Size of parking space - The minimum sizes of parking spaces to be provided shall be as shown 

below in Table No.11 


Table No. 11 

Minimum Sizel area of parking space 


Sr. 
No. 


Type of Vehicle 


(1 ) 


(2 ) 


( a ) 


2.5 m . X 5 m . 
1.0 m . x 2.0 m . 


( b 


Motor vehicle 
Scooter , Motor Cycle . 
Bicycle 
Transport vehicle 


(c) 


0 .50 m . x 1. 4 m . 


(d ) 


3 .75 m . X 7 .5 m . 


Note : 


In the case of parking spaces for motor vehicle , upto 50 percent of the 
prescribed space may be of the size of 2 .3 m . X 4 .5 m . 


( iii ) Marking of parking spaces : Parking space shall be paved and clearly marked for different 

types of vehicles . 
(iv ) Manoeuvring and other ancillary spaces : Off street parking space must have adequate 

vehicular access to a street and the area shall be exclusive of drives , aisles and such other 

provisions required for adequate manoeuvring of vehicles . 
(V ) Ramps for Basement parking : Ramps for parking in basement should conform to the 

requirement of Regulation No. 18 .4 .6 . 


(vi) Bus bay for schools / multiplex / assembly buildings / group housing : While granting 

development permission , a bus bay of required size shall be provided along main road on 
which plot abuts . This shall be applicable for housing scheme having more than 500 flats. 
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TableNo.12 

OffStreetParkingSpacesOneparkingSpaceforeveryNonCongestedarea 


Sr. 


Occupancy 


Congestedarea 


remarks 


Car(4) 


Scooter 

(5) 


Cycle(6) 


|Car 

(7) 


Scooter 

(8) 


Cycle(9) 


(1) 


( 
3 
) 


(10) 


Residentiali)Multi-familyresidential 


(a)Foreverytenementhaving 

built 
- 
up 
area 
morethan 
200sq.m. 


Inaddition5%visitor 

parking 


| 


(b)Foreverytenementhaving 12 

built-upareabetween100to200sq.m. 


2 


2 


2 


2 


2 


In 
addition 
5 
% 
visitor 


parking 


2 


| 


ments 


4 


2 


| 


14 


2 


Inaddition5%visitor 

parking 


(C)Foreverytwotenements 

witheachtenementhavingbuilt 
- 
up 
area 
above 
50sq.m.butlessthan100sq.m. 


| 


4 


4 


L 


1 


| 


Inaddition5%visitor 

parking 


4 


4 


| 


3 


| 


4 


(d)Foreverytwotenements |1 

witheachtenementhavingbuilt-uparealessthan50 

sq.m.ii)LodgingestablishmentsForeveryfiveguestrooms|3touristhomes,hotelswithlodgingaccommodation.estaurants 

For 
every50 
sq 
. 
m 
.of 
area 
of 
2restaurantincludingkitchen, 

pantryhall,diningroomsetc.iv)Threeandabovestar Foreveryfiveguestrooms3hotels 


8 


6 


4 


1 


3 


6 


4 
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2. 


1 


2 


3 


2 


4 


4 


Inaddition5%visitor 

parking 


4 


L 


12 


8 


4 


| 


12 


8 


Institutional(Hospital,For100sq.m.built-upareaorMedicalInstitutions)fractionthereof.a)Assembly(theatres,Forevery40Seats.cinemahouses,concerthalls,auditoria,assemblyhallsincludingthoseofcollegeandhostels)b)multiplex 

Forevery40seatsMangalKaryalaya Forevery100sq.m.builtupMarriageHalls,Culturalarea/coveredarea/lawnareaHalls 

orfractionthereof.Educational- 

125sq.m.builtupareaori)Schools 

fractionthereofadministrativeandpublicservicearea. 


6 


16 


4 


65 


1620 


48 


20 


L 


| 


2 


4 


Forevery3classrooms 


10 


60 


| 


10 


| 


60 


2|(minibus) 


2(minibus) 


2 


20 


10 


| 


2 


| 


ii)College|Coaching/tution/hobbyclass 


20 


125sq.m.builtupareaorfractionthereofadministrativeandpublicservicearea. 


90 


30 


1 


2 


23 


9012 


304 


6. 


| 


15 


Inaddition20%visitor 

parking 


For 
every 
3 
class 
roomsGovernmentorsemipublic 125sq.m.builtupareaororprivatebusiness fractionthereofbuildings.a)Mercantile(markets,125sq.m.builtupareaor3departmentalstores,shopsfractionthereofandotherCommercialsusers)includingwholesalemarkets 


9 


3 


3 


6 
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b)Wholesaleshop 


2 


4 


2 


2 


2 


4 


c)officeandI.T.Building 


5 


| 


12 


125sq.m.builtupareaor 

fractionthereof|250sq.m.builtupareaor 

fractionthereof400sq.m.built-upareaorfractionthereof400sq.m.built-upareaor1fractionthereof 


8. 


Industrial 


4 


12 


9. 


|Storage(anytype) 


4 


8 


10. 


Plotslessthan200sq.m.(anyuse) 
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21.2 Off street parking space shall be provided with adequate vehicular access to a street , and 

the area of drives, aisles and such other provisions required for adequate manoeuvring of 

vehicle shall be exclusive of the parking space stipulated in these regulations. 
21 .3 To meet the parking requirements as per these regulations, common parking area for group 

of buildings , open or multi- storeyed ,may be allowed in the same premises . 
21.4 In addition to the parking spaces provided for building of Mercantile ( Commercial) 

like office, market , departmental store, shopping mall and building of industrial and 
storage , loading and unloading spaces shall be provided at the rate of one space for each 
1000 sq . m . of floor area or fraction thereof exceeding the first 200 sq . m . of floor area , 

shall be provided . The space shall not be less than 3.75 m . x 7 .5 m . 
21.5 The space to be left out for parking as given in Regulation No.21.1 to 21.4 shall be in 

addition to the marginal distances left out for lighting and ventilation purposes as given in 
Regulation No. 16 .6 . However , those spaces may be used for parking provided minimum 
distance of 3 m . (6.0 m . in case of special building mentioned in Regulation No. 6. 2 . 6. 1) 
around the buildings is kept free of any parking or loading and unloading spaces. Such 
parking area may be allowed to cover on top by sheet roofing so as not to infringe the 

marginal distances to be kept open . 
21.6 Mechanical/ hydraulic parkingmay be allowed over and above the required parking . 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* 


* * 


* 
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PART VII 


ACQUISITION / DEVELOPMENT OF RESERVED SITES IN DEVELOPMENT PLAN 


22. 0 ACCOMMODATION RESERVATION PRINCIPLE 

The use of land situated within the Municipal Corporation limit which has been reserved for certain 
public purpose in the development plan may be allowed to be developed / redeveloped according to 
provisions mentioned in Table No . 13. 

When owner is allowed to develop the reservation , he should have exclusive ownership / 
title of the land without any restriction under ULC or any other Act or regulation in force . 


Table No. 13 
THE MANNER OF DEVELOPMENT OF RESERVED SITES 


Sr. 
No . 


Reservation 


| 


Person / Authority | Conditions subject to which development is permissible 
who may develop 
(3 ) 

(4 ) 


(1 ) 


1 . 


Planning Authority/ 
Owner/ Appropriate 
Authority 


Residential ( R ) 
(a ) Public 

Housing / 
EWS 
Housing / 
Housing the 
Dis -housed 
and similar 
reservations 


Planning Authority /Appropriate Authority may acquire the 
reserved land and develop OR the owner may develop the 
entire land for construction of tenements of upto 30 sq. m . 
built -up area each OR the owner may develop the land 
under reservation , subject to 
a ) handing over of 40 % land to Planning Authority , for 
laying out plots of 30 sq. m . each by Planning Authority , in 
lieu of FSI on remaining land or TDR on principles 
mentioned in TDR regulations, OR 
b ) handing over 40 % land along with constructed tenements 
of 30 sq. m . built up area each , equivalent to basic FSI, to 
the Planning Authority . 

The owner shall be entitled to in - situ FSI or TDR 
of surrendered land and built up area on principles 
mentioned in TDR regulations, OR 
c ) handing over 40 % of built up area of basic FSI in the 
form of constructed tenements of 30 sq.m . each in a 
composite or a separate building along with proportionate 
undivided share of land to the Planning Authority. In such 
cases , in - situ FSI or TDR against the share of land shall be 
reckoned on the undivided proportionate share of land 
surrendered . In addition to this, the owner shall be entitled 
to in - situ FSI or TDR against constructions, as mentioned 
in (b ) above. 
In above circumstances, the owner shall be entitled to 
develop remaining land as per the uses permissible in 
residential zone. 
The above mentioned tenement size of 30 sq. m . built-up 
area shall be inclusive of common staircases, passages etc . 
The Planning Authority shall allot such tenements on 
priority to the persons dispossessed by implementation of 
development plan . 
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Commercial 
( a ) Municipal Planning 

Planning Authority may acquire the reserved land and 
Market/ | Authority /Owner develop OR the owner may develop the land under 
commercial 

reservation , subject to handing over of 40 % of built- up area 
center ( C - 2 )/ 

of basic FSI, along with 40 % of land or land share to the 
Market/ 

Planning Authority in the form of shops / stores / offices 
shopping 

etc ., as per designs approved by him in lieu of FSI on 
centre / Fish 

remaining land or TDR , against land / land share and 
market, and 

construction on principles mentioned in TDR regulations. 
similar 

The owner shall be entitled to develop remaining land for 
reservations 

the uses permissible in residential /commercial zone. 
(b ) Vegetable Planning Authority/ Planning Authority may acquire the reserved land and 
Market/ otta Owner 

develop OR the owner may develop the land under 
market/ 

reservation , subject to handing over of 50 % land to 
Planning Authority in lieu of FSI on remaining land or 
TDR . If the owner agrees to handover land along with built 
up area to the Planning Authority , then he shall be further 
entitled to additional FSI against built- up area on remaining 
land or TDR on principles mentioned in TDR regulations . 
The owner shall be entitled to develop remaining land for 

the uses permissible in residential /commercial zone. 
Transportation 
(a ) Bus Stand M . S . R . T. C ./PMPML / Planning Authority OR M . S . R . T .C OR PMPML OR 

PMPML / Planning Authority/ Private Bus Operators Association may acquire the 
Transport Private Bus 

reserved land and develop OR the owner may develop the 
Hub / Operators 

land under reservation , subject to handing over of 40 % of 
Association/ Owner . built -up area along with 40 % of land or land share to the 

Planning Authority in the form of developed bus terminus 
as per designs approved by him in lieu of FSI on remaining 
land or TDR , against land / land share and construction on 
principles mentioned in TDR regulations. The owner shall 
be entitled to develop remaining land or composite building 

for the uses permissible in residential / commercial zone. 
(b ) Truck Planning 

Planning Authority may acquire the reserved land and 
Terminus Authority /Owner develop OR the owner may develop the land under 

reservation , subject to handing over of 40 % land to 
Planning Authority in lieu of FSI on remaining land or 
TDR . If the owner agrees to handover land along with built 
up area to the Planning Authority , then he shall be further 
entitled to additional FSI against built -up area on remaining 
land or TDR on principles mentioned in TDR regulations. 
The owner shall be entitled to develop remaining land for 

the uses permissible in residential /commercial zone. 
(C ) Parking Planning Authority / Planning Authority may acquire the reserved land and 
Owner 

develop OR the owner may develop the land under 
reservation , subject to handing over of parking area 
equivalent to reserved site or equivalent car parking spaces 
in case ofmechanical parking , to Planning Authority in lieu 
of entitlement to the owner , to develop the said land for the 
uses permissible in residential commercial zone with full 
permissible FSI under these regulations. 
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He shall also be entitled to additional FSI against the 
handed over constructed parking area on said land or TDR 
on principles mentioned in TDR regulations. 


Where the owner handover separate piece of land along 
with construction for parking , then he shall be entitled for 
in -situ FSI or TDR of the surrendered land and 
construction on the principles mentioned in TDR 
regulations. 
The operation and the maintenance of the facility shall be 
decided by the Municipal Commissioner . Parking spaces to 
be handed over , may be in basement or under the stilts or 
on upper floors with separate entry & exit . 


4 . 


Public - Semi-public 


Planning Authority / 
Owner 


(a) Dispensary / 

Hospital or 
other medical 
amenities 


(b ) Govt. 

Offices 


Planning Authority may acquire the reserved land and 
develop OR the owner may develop the land under 
reservation , subject to handing over of 40 % of built -up area 
along with 40 % of land or land share to the Planning 
Authority according to the norms prescribed by the 
Municipal Commissioner , in lieu of FSI on remaining land 
or TDR , against land / land share and construction on 
principles mentioned in TDR regulations. The owner shall 
be entitled to develop remaining land for the uses 
permissible in residential /commercial zone. 
Provided that entire reservation for hospital or any medical 
amenity shall be allowed to be developed by the owner for 
the said purpose . 


(c) Fire Brigade 

Station 


(d ) Reservation 

similar to 
above 


Educational 


(a ) Primary 

School/ High 
School etc . 


Planning Authority / 
Owner / Public 
Authority 


The Planning Authority may acquire the reserved land and 
develop OR Public Authority may be allowed to acquire 
and develop the reservation OR The owner may be allowed 
to develop the reservation OR the owner may develop the 
land under reservation , subject to handing over ofminimum 
4000 sq . m . or 40 % of land , whichever is maximum , along 
with minimum 40 % ofbuilt up area of the surrendered land 
to the Planning Authority according to the norms prescribed 
by the Municipal Commissioner, in lieu of FSI on 
remaining land or TDR against the land and construction 
surrendered , on principles mentioned in TDR regulations. 
The owner shall be entitled to develop remaining land for 
the uses permissible in residential /commercial zone. 
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Assembly and recreation 
(a ) Auditorium / Planning Authority / Planning Authority may acquire the reserved land and 
Drama 

develop OR the owner may develop the land under 
Theatre / 

reservation , subject to handing over of 40 % of built -up area 
Civic & 

along with 40 % of land or land share to the Planning 
Cultural 

Authority according to the norms prescribed by the 
Center 

Municipal Commissioner, in lieu of FSI on remaining land 
or TDR , against land / land share and construction on 
principles mentioned in TDR regulations. The owner shall 
be entitled to develop remaining land for the uses 
permissible in residential / commercial zone. 


Planning Authority 


Owner 


(b ) Stadium 
(c) Play Ground 
(d ) Recreational 

Centre 
(e) Garden 
(f) Park 


Planning Authority may acquire the reserved land and 
develop OR the owner may develop the land under 
reservation , subject to handing over of 75 % land to 
Planning Authority in lieu of following . 
i) The owner shall be entitled to develop remaining 25 % 
land for the uses permissible in residential commercial 
zone, with no limit for consumption of FSI generated 
therein , on said 25 % land irrespective of anything contained 
in these regulations. 
ii ) The owner shall be entitled for TDR of the above 75 % 
land on the principles mentioned in the TDR regulations 
deducting the quantum of TDR utilised on 25 % land . 
iii ) If the owner agrees to develop the amenity in the form 
of garden or play ground or sports complex or stadium , as 
the case may be, on the 75 % land and hands over to 
Planning Authority , then he shall be further entitled to 
additional TDR against such development on principles 
mentioned in TDR regulations. 


| Public Utilities 
(a ) Water 

.Works 


Planning Authority / 
Appropriate 
Authority 


(b ) Cremation 

Ground 


(c ) Burial 

Ground 


(d ) Solid Waste 

Facility 


(e ) Sewage 

Treatment 
Plant 


( f) Slaughter 

House 


(g ) Electric Sub 

Station 
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Public Amenity 
Public Amenity Planning Authority / Planning Authority may acquire the reserved land and 
Owner 

develop OR the owner may develop the reservation for any 
of the purposes with corresponding conditions of 
development, mentioned above , taking into consideration 
need in the area . 


9 . 


Other reservations 
Other 

Planning Authority / 
reservations Owner 


Planning Authority may acquire the reserved land and 
develop OR the owner may offer to develop the reservation 
for the said purpose with corresponding conditions of 
development ,mentioned above 


NOTE : 


i) When the owner offers to develop on his own as per above regulation the Municipal Commissioner would 

normally approve the proposal, However , Commissioner has the right to reject the proposal if he is of the 
opinion that the total reserved land is needed for the public purpose and the Corporation proceeds for 

acquisition of the land . 
ii) In case of composite reservations, the percentage of the use shall be generally equal or as decided by the 

Municipal Commissioner taking into consideration use and requirements. 
iii ) Where development of reservation is in a single building , then built-up area proportionate with land share 

may be allowed to be handed over to the Planning Authority or Appropriate Authority , as the case may 

be . 
iv ) A parking area required under these regulations for the area to be handed over , shall be provided , 

earmarked and handed over to the planning authority along with built up area to be handed over under 

these regulations. 
v ) If the area under the reservation is owned by more than one owners, then , at least 50 % area shall be 

necessary for partial development of reservation . 
vi) When land or structure surrendered under the above provision is for the purpose of an appropriate 

authority other than planning authority , then the planning authority would hand over the said land or 
structure : 
a ) if the appropriate authority is the State Government/ departments , free of cost. 

b ) if the appropriate authority is other than the above, as per the ASR rate. 
vii) The area / built -up area to be handed over to the planning authority under these regulations, shall be 

earmarked on the sanctioned building plan clearly mentioning the same, and registered agreement to that 
effect shall be executed . After completion of construction , the said amenity shall be handed over by 
executing the deed of transfer in this respect and expenses thereon shall be borne by the owner . The 
occupation certificate to the construction belonging to owner shall be granted after handing over said 
amenity to the Planning Authority . The constructed amenity shall be made available to the general public 
by the Municipal Commissioner within 3 month from possession . 


viii ) In cases, where permission for development under accommodation reservation principle is already 

granted as per earlier regulations, the same shall continue to be valid till completion of construction or 

till revision of permission . 
ix ) Development charges under section 124A of the act and other charges/ fees shall not be required to be 

paid for the construction of to be handed over to the Planning Authority /Appropriate Authority. 


X ) 
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१२९ 
Provision of regulations of inclusive housing, amenity space, shall not be applicable for development 
under this regulation . Moreover, regulation of required recreational open space shall not be applicable for 
development of reservation other than residential purpose. 
The owner shall be entitled for TDR /in -situ FSI on the principles mentioned in TDR regulations as per 
the land area or quantum of undivided share in the land surrendered to the Planning Authority . 


xi) 


xii ) Not withstanding anything contained in these regulations , there shall be no cap for utilization of available 

in - situ FSI and generated TDR on the remaining plot. 
xiii ) Not withstanding anything contained in these regulations, the Planning Authority shall be further entitled 

to make construction of the amenity on surrendered portion equivalent to basic FSI of entire reservation , 
where ever applicable. 


23.0 TRANSFERABLE DEVELOPMENT RIGHTS : 


For acquisition of land under the development plan proposals , or for the public purposes mentioned 
herein or roads to be acquired under the provision of Maharashtra Municipal Corporations Act ., 
2012 , the owner of the land may be granted Transferable Development Rights ( TDR ) against the 
surrender of land reserved in the development plan to the Appropriate Authority . These rights may 
be made available subject to the Regulations mentioned below . 


23 .1 . APPLICABILITY 


The owner or lessee of a plot of land which is reserved for a public purpose or new road or widening 
of road , in the Draft Published or Sanctioned Development plan and for additional amenities deemed 
to be reservations provided in accordance with these regulations, shall be eligible for the award of 
Transferable Development Rights ( TDR ) in the form of Floor Space Index ( FSI) to the extent and on 
the conditions set -out below against the surrender of land free of cost and free from all 
encumbrances. 


Such award will entitle the owner of the land to FSI in the form of Development Rights 
Certificate (DRC ) which he may use himself or transfer to any other person . 


23 .1 . 1 


The Cases for eligibility of TDR shall be as mentioned below 


23.1.1.1 


Cases eligible for TDR 


a) 


TDR may be allowed as per these regulations for prospective acquisition and development of 
land under any development plan proposals or roads to be acquired under the provision of 
Maharashtra Municipal Corporations Act., 2012 and also for handing over of amenity space 
which is treated as deemed reservation . 


b ) 


Where possession of reserved land is taken over by the Authority and there is commitment by 
the Authority to grant TDR . 


c ) 


If the development plan road is part and parcel of the layout/ group housing scheme and not 
considered for net plot area . 


d ) 


Cluster TDR as per Regulation No . 25.8 


e) 


Heritage TDR as per Regulation No. 40 .5 


f) 


Surrender of land needed for execution of any project approved by either State or Central 
Government, even if not reserved in development plan . 
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23 . 1. 1.2 Cases not eligible for TDR 

a ) Where layout is already sanctioned and possession of the development plan road is taken over 

by the Municipal Corporation , prior to sanction of these regulations, except 23. 1.1. 1 (b ) above 
Where award has been declared under the any Act dealing with acquisition of land and part or 

full compensation is paid to the owner or deposited in Treasury / Court. 
c ) Where possession of the land is taken over under provisions of DCR . 
d ) For any designation / allocation / zoning which is not subject to acquisition. 

e ) For any existing user or any required compulsory or recreational open space. 
23 . 1 .2 In addition to the provision mentioned in Regulation no . 23 . 1 above, the owner shall be eligible for 

Development Rights (DRs ) to the extent stipulated in these Regulations, if he hands over the 
constructed amenity on the reserved land in lieu of TDR to the Planning Authority,and ifMunicipal 

Commissioner and the owner agrees to do so. 
23 .1 .3 Notwithstanding anything contained herein , the owner shall also be eligible for Development Rights 

(DRs) to the extend stipulated in these regulations, if existing authorised construction of a owner is 
required to be demolished or acquired for new road, or widening of road proposed in the sanctioned 

development plan . 
23. 1. 4 The owner shall also be entitled for award of TDR in lieu of land surrendered to Planning Authority 

while developing the reservation under accommodation reservation principle provided , if FSI of 

such surrendered land is not utilised on the remaining plot. 
23 .1. 5 Development Rights (DRs ) shallbe granted to an owner or lessee only for reserved lands which are 

not vested and handed over to the Government and not exempted under section 20 or 21 of the then 
Urban Land (Ceiling and Regulations ) Act , 1976 and on production of a certificate to this affect 
from the Competent Authority under that Act before a Development Right is granted . In the case of 
schemes sanctioned under section 20 or 21 of the said Act, the grant of Development Rights (DRS) 
shall be to such extent and subject to such conditions as the Government may specify . The 
provisions of these regulations shall be subject to the orders issued by the Government from time to 

time in this regard . 
23.2 GENERATION OF TDR 
23 .2. 1 DRs shall be granted and DRC shall be issued only after the reserved land is surrendered to the 

Municipal Corporation , free of encumbrances and after levelling the land to the surrounding ground 
level and in case of reserved land other than development plan road , after constructing a 1.5 m . 
highcompound wall for reservation boundary and 1.5 m . high barbed wire fencing for internal 
subdivision boundary with a gate , at the cost of the owner and to the satisfaction of the Municipal 

Commissioner . The cost of any transaction involved shall be borne by the owner or lessee . 
23 .2.2 The TDR shall be in the form of FSI which shall entitle the owner for construction of built -up area 

subject to provisions in these regulations. This FSI credit shall be issued in a certificate which shall 
be called as Development Right Certificate (DRC ). For Surrender of the gross area of the reserved 
plot, the owner shall be entitled for TDR in the proportion of 1 : 2 .5in outside congested area and 
1 :3in congested area irrespective of zone from where it is originated / generated . 


For example, 
If 100 sq.m . area is surrendered in outside congested area, then owner shall be entitled to TDR of 
250 sq. m . 
The utilisation of this TDR shall be subject to the provisions in these regulations. 
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23.2 .3 Development Rights Certificate (DRC ) shall be issued by the Municipal Commissioner . It will state , 

in figures and in words, the FSI credit in square meters of the built- up area to which the owner of the 
said reserved plot is entitled , the place from where it is generated and the rate of that plot given in 
the ASR for the concerned year. The DRC shall be issued only after satisfactory compliance of the 

condition prescribed in these regulations. 
23 .2 .4 DRC shall be a certificate in a format prescribed by the Municipal Commissioner. Such a certificate 

shall be a transferable instrument after authentication by the Municipal Commissioner. He shall 
maintain a record in a form considered appropriate by him of all transactions relating to grant of or 
utilisation of DRs 


23.2 .5 If any contiguous land in addition to the land under reservation for which TDR is given remains 

unbuildable , the Municipal Commissioner may grant TDR for such land also . The Municipal 
Commissioner shall take care that such land is utilised for road side parking, road side garden, open 

space , road side amenities , public toilet etc . , or may include such land in reservation itself. 
23 .2.6 When an owner or lessee or any person with prior approval of Municipal Commissioner , also 

develops or constructs the amenity on the surrendered plot at his cost subject to such stipulations as 
may be prescribed by the Municipal Commissioner or the appropriate authority , as the case may be, 
and to the satisfaction of the Municipal Commissioner and hands over the said 
developed / constructed amenity to the Municipal Commissioner free of cost , he may be granted by 
the Municipal Commissioner a further DR in the form of FSI equivalent to the 1 .25 times amount 
worked out by dividing cost of construction of the amenity by land rate per sq. m . as per annual 
statement of rates. 

Cost of construction of amenity in rupees 
TDR in sq.m . = as per block rates in DSR for the respective type of work x 1. 25 

Land rate per sq .m . as per annual statement of rates 
of the respective year 


23 . 2 . 7 


Provided that, development charges under sec 124 A of the Act and other charges / fees shall not be 
required to be paid for the construction to be handed over to the Planning Authority / Appropriate 
Authority . 
While surrendering the land for new road , or road widening proposed in the sanctioned development 
plan , the Municipal Commissioner desires to acquire the existing authorised structure affected by 
such proposal, then owner may be granted a further DR in the form of FSI equivalent to the amount 
worked out by dividing depreciated cost of existing authorised construction by land rate per sq .m . as 
per annual statement of rates. 

Depreciated cost of existing construction in rupees 
TDR in sq .m . = as per annual statement of rates 

Land rate per sq.m . as per annual statement of rates 
of the respective year 


23 .2.8 


In cases where plots which are already developed with full FSI potential and vacant area of such plot 
is subjected to acquisition for road widening, TDR may be permitted equivalent to the area 
surrendered . 


23 .3 UTILISATION OF TDR 


23.3. 1 Where an owner seeks utilisation of DRs, he shall, with application for development permission, 

submit the DRC to the Municipal Commissioner , who shall endorse thereon in writing in figures and 
words, the quantum of the DRC proposed to be utilised , before granting development permission . 
Such quantum of DRC proposed to be utilised shall be treated as consumed . 
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23.3 .2 The TDR generated from any land use zone shall be utilised on any receiving plots irrespective of 

the land use zone and shall be as per formula given below : 
Formula : X = ( Rg / Rr) X Y 
Where, X = Utilisation of DR in sq . m on receiving plot 
Rg = Rate in Rs. per sq .m . as per ASR of generating plots in generating year 
Rr = Rate in Rs. per sq .m . as per ASR of receiving plot in generating year 

Y = TDR debited from DRC in sq .m . 
23 .3. 3 DRs may be used on one or more plots of land including development plan reservations of buildable 

nature whether vacant or already developed ; by erection of additional storeys or in any other manner 
consistent with these regulations, but so as not to exceed in any plot, total maximum permissible FSI 

limit mentioned in Regulation no . 16 .1. 1 and 16 .4 
23.3. 4 Provided that utilisation of TDR shall also be permissible on a plot remained with the owner after 

handing over the area to the Planning Authority under accommodation reservation principle . 
23 . 3.5 Provided further that the additional FSI permissible in certain categories of buildings such as 

educational building, registered charitable/ institutional / medical/hospital building , star category 
hotel, religious building etc., can be availed either by full or part utilisation of TDR or full or part 

utilisation of additional FSI at the option of owner . 
23. 3.6 If a holder of DRC intends to transfer it to any other person , he will submit the DRC to the 

Municipal Commissioner with an appropriate application for an endorsement of the new holder s 
name, i.e ., transferee, on the said Certificate .Without such an endorsement by the Municipal 
Commissioner , which would be done after submission of registered transfer deed , the transfer shall 

not be valid . 
23 .4 . VESTING OF LAND 

The surrendered reserved land for which a DRC is to be issued shall vest in the Municipal 
Corporation or the State Government / Appropriate Authority , if the appropriate authority is other 
than the Municipal Corporation and such land shall be transferred in the City Survey Records / 
Revenue Records in the name of the Municipal Corporation or the State Government / Appropriate 
Authority as the case may be, and shall vest absolutely in the said Authority . Where the appropriate 
authority is other than planning authority then , the cost of land shall be paid to the planning 

authority in the manner specified in the Regulation no .22 . 
23.5 UTILISATION OF DR GRANTED EARLIER 

The Utilisation of DR s granted prior to coming into the force of these regulations, shall be utilised 

in accordance with the following provision . 
23.5 . 1 Utilisation of DR shall be as per the quantum mentioned in the DRC and may be utilized in the 

allowable zone mentioned herein . 
23 .5 .2 The city is divided into three zones , A , B , C & D as marked on the plan in sanction rules. The 

following rules shall apply for the use of DRC s granted under earlier sanctioned regulations: 

a) DRC s shall not be used in Zone ‘ A ’ and congested area in other sectors of the city . 
b ) DRC s shall not be used on plot for housing scheme of slum dwellers for which additional 

FSI is permissible and the areas where the permissible FSI is less than 1 .0 
c ) Zone Restriction for utilization shall as below 

i. DCR s originating from Zone A may be used in Zone B , C or D . 
ii . DCR s originating from Zone B may be used in Zone B , C or D . 
iii. DCR s originating from Zone C may be used in Zone C & D . 

iv . DCR s originating from Zone D may be used in Zone D only . 
Note : The map showing these sectors shall be as per sanctioned development control rules and 

shall be used for utilization of DR s issued prior to coming into force of this regulation . 
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24 .0 RESERVATION CREDIT BOND (RCB ) 

The reservation credit bond is a bond specifying the amount of compensation in lieu of handing over 
of reserved land to the Corporation and shall be issued by the Municipal Commissioner . The amount 
mentioned in this credit bond may be used for payment of any charges to the Corporation from time 
to time in future till exhausting the amount mentioned therein. Reservation Credit Bond shall be 
issued subject to the following conditions. 

Such bond shall not bear any interest on the amount mentioned there in . However , the 
owner shall be entitled for 12 % discount in charges like scrutiny fee , development charges 
etc . to be paid to the Corporation . 
The amount of compensation to be paid to the owner shall be as per the provisions of the 
relevant Acts dealing with land acquisition as amended from time to time. 
The land to be handed over to the Corporation shall be free from all encumbrances and 

procedure laid down in TDR regulations shall be followed . 
iv ) The Municipal Commissioner shall endorse the entries of payment on such bond from time 

to time. He shall maintain a record in a form considered appropriate by him of all 
transactions relating to grant of or utilisation of reservation credit bonds. 


* * * * * * * * * * * * * * * 
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PART VIII 
HIGHER FSI IN CERTAIN CATEGORIES 

IN NON -CONGESTED AREAS 


No . 


25 .0 General 

Entitlement of higher FSI in certain categories shall be as mentioned below . This may exceed the 

total limits specified in regulation no. 16 .4 
25. 1 HIGHER FSI FOR VARIOUS BUILDINGS 
Sr . Category of Building 

Basic FSI Fungible / Remarks 

TDR 

permissible 
Educational , 

medical As per | 2 .80 Recognition or certificate 
institutions, institutional regulation ( Inclusive from respective authority is 
buildings , three starred and no. 16 . 2 of 60 % essential 
above category hotels , Bio 

premium 
Technology Park , Information 

FSI on 
Technology Establishment. 

basic F . S . I 

& T . D .R .) 
Buildings of State / Central No limit 

For Central Government 
Government, Semi 

Departments , surrender of 
Government and Public Sector 

land reserved for any 
Undertaking for their own and 

purpose in the Development 
public purposes including 

Plan is necessary for getting 
Staff Quarters 

the benefit of higher FSI. 
Further, MOU regarding 
surrendering land in future 
as per D .P . is also essential. 
However, for the part of the 
project / land which would 
accrue to private partner in a 
PPP project, FSI as 
mentioned in Regulation 

No. 16 .2 shall be applicable . 
Lands owned by/ or reserved | 1. 00 

The construction related to 
for PMPML , Pune Metro , 

transport passengers 
MSRTC . 

facilities shall not be 

counted in FSI of 1 . 00 
Basic Shelter For Urban Poor 4.00 

Tenement size shall be of 30 
or similar programme / scheme 

to 50 Sq .mt. built - up area 
of Central / State Government 

each 
Housing on lands owned by | 4 .00 

MHADA shall pay 
MHADA 

infrastructure charges to 
PMC at 10 % of rate in ASR 
for the FSI which is over and 
above basic permissible FSI. 
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25 .2 ENTITLMENT OF FSI FOR ROAD WIDENING OR CONSTRUCTION OF NEW ROADS / 

SURRENDER OF RESERVED LAND 
The Municipal Commissioner may permit on the same plot, additional FSI of the area required for 
road widening or for construction of a new road proposed under the Development Plan , if the owner 
(including the lessee ) of such land surrenders such land for road widening or construction of new 
road without claiming any monitory compensation in lieu thereof and hand over the same free of 
encumbrances to the satisfaction of the Municipal Commissioner. FSI generated against the surrender 
of land, shall be in proportion tothe provisions mentioned in Regulation No.23 .2 .2 of TDR and may 
be utilised on the remaining land . If desired by the owner, TDR may be granted against such 
surrendered land instead of utilizing FSI on remaining land . Such TDR shall be allowed to be utilised 
as a Development Rights in accordance with the provisions of regulating Transfer of Development 
Rights ( TDR ). Thereafter , the road shall be transferred in the city survey records/revenue records in 
the name of the Municipal Corporation and shall vest in it becoming part of a public street. 

Provided further that, this concession shall not be granted in respect of 
a ) Roads in the areas of Town Planning Scheme which are the proposals of the scheme. 
b ) Cases mentioned in Regulation No.23 . 1 . 1. 2 of TDR . 
Note 1 : This regulation shall also be applicable to congested area. 
Note 2 :Area for road widening / service road proposed to NH / SH / MDR / ODR , may also be 
included in gross plot area for computation of FSI. However, in such cases, TDR nor the FSI on the 
lines of TDR shall be allowed . 

Provided that above provision shall also be applicable for surrender of reserved land in 
Development Plan . 
25 .3 DEVELOPMENT / REDEVELOPMENT FOR CONSTRUCTION OF STAFF QUARTERS 

OF THE STATE GOVERNMENT OR ITS STATUTORY BODIES OR MUNICIPAL 
CORPORATION ON PRIVATE LANDS . 

The regulation as may be approved by the Government in this regard, shall be applicable 
25 .4 DEVELOPMENT / REDEVELOPMENT OF HOUSING SCHEMES OF MAHARASHTRA 

HOUSING AND AREA DEVELOPMENT AUTHORITY 
Development / re - development of housing schemes of Maharashtra Housing and Area Development 

Authority shall be subject to provision in Appendix - L 
25 .5 FSI IN TOWN PLANNING SCHEME AREA 

Notwithstanding anything contained in these regulations, the areas covered under town planning 
scheme of minimum 20 hectare, sanctioned after approval of this Revised Development Plan shall be 
entitled for additional basic FSI of 0 . 3 subject to condition that entire cost of scheme shall be borne 
by the owners . 

However, if the owners come together for development on aforesaid concept of town 
planning scheme instead of under taking town planning scheme under the Act, the Municipal 
Commissioner may allow such development subject to condition that all the provisions anticipated in 
town planning scheme shall be made and all physical infrastructure works including off site 
infrastructure shall be completed by the owner and land is handed over to the Planning Authority as 

anticipated in Town Planning scheme free of cost. 
25 .6 TRANSIT ORIENTED DEVELOPMENT ( TOD ) 

Transit oriented development aims at a development focused around a mass rapid transit corridor 
(hence forth called as TOD corridor) which facilitates ease of access to the transit facility, thereby 
encouraging people to walk and use public transportation over personal modes of transportation . 
These regulations shall come into force only after transit corridors are identified and mass rapid 
transport system work is started . 
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25 .6 .1 PROVISIONS IN TOD CORRIDOR : 

TOD corridor shall mean area covered within a distance of 500 meter on either sides of the mass 
rapid transit system like metro . 
1 . The maximum permissible FSI in TOD corridor shall beas given below 


TDR 


Fungible FSI 


Front road width 


Basic 
FSI 


Premium FSI 


Max . 
permissible 

FSI. 


(6 ) 


less than 18 m . 


(2 ) 
1. 00 

1.10 
| 1. 20 
1.20 


18 m . to less than 24 m . 


(3) (4) 
1.00 60 % of (2 & 3 ) 
1. 00 As above 
1.00 | As above 
1 .00 As above 


(5 ) 
(6) – (2 + 3 + 4 ) 
As above 
As above 
As above 


3.70 
3. 80 


3 . 90 


24 m . to less than 30 m . 
30 m . and above 


4 .00 


2 . The amount collected for premium and fungible FSI shall also form part of the Pune 

Infrastructural Development Fund mentioned in regulation No. 16 .3 
3 . Mixed use development shall be permissible over and above the existing land use as per 

development plan . 


4 . 


While granting the permission within 50 m . distance from mass transport line, conditions as 
stipulated by Metro Rail SPV / MRC / any agency shall be adhered to ensure structure stability 
of mass transport line . 


5 . Parking requirement in TOD corridor shall be as per the Regulation No. 21.0 . 
6 . Municipal Commissioner may relax any provisions of DCPR to avail the full permissible FSI as 

permitted above including front margin . 
25 .7 REDEVELOPMENT OF EXISTING BUILDINGS 


While reconstructing any existing building in whole or in part , the entitlement of FSI without any 
charges shall be equal to the authorisedly utilized FSI, including TDR / additional FSI/ premium FSI, 
if any . In addition to this , said development shall also be entitled for FSI, additional FSI, premium 
FSI, if any , permissible under these regulations. 


25 . 8 CLUSTER DEVELOPMENT FOR CONGESTED AND NON -CONGESTED AREA 


This regulation is meant to enable the redevelopment of old properties in Congested areas, so as to 
achieve planned development and enhance living environment of such area. 


25 .8 .1 


Applicability 


This regulation shall be applicable to the congested area shown on the development plan. The owner 
or developer authorized by the owner shall be eligible to undertake the redevelopment scheme. 


25 .8 .2 Requirements 


Properties in residential / commercial / public semi-public etc ., (excluding prohibited zone ), of which 
70 % buildings are at least 30 years old , shall be entitled for development under this regulation . 


25 . 8 . 3 


Permissible FSI 
Maximum Permissible FSI shall be upto 4 .00 on gross plot area . 
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25 . 8 . 4 Incentive FSI 


In case of redevelopment undertaken by the different owner and / or Co -operative Housing Societies 
of flat owners and / or occupiers or developer jointly of 2 or more plots having amalgamated area 
between 0 .2 to 0.4 Ha , above 0 .4 to 1 Ha . and above 1 Ha , incentive FSI to the extent of 5 % , 10 % 
and 15 % respectively , of the rehabilitation FSI may be granted . 
Criteria for rehabilitation 


25 . 8 .5 


25 . 8 .6 Entitlement of tenants / tenement owners 


Entitlement of built - up area for rehabilitation of existing tenants / owners shall be as follows. 


i 


ii 


The size of residential tenements for rehabilitation shall be minimum built up area of 25 sq. m . 
or equal to the area of the existing tenement plus 10 sq.m . whichever is more. 
for rehabilitation of area under commercial use , size of commercial unit shall be equal to area of 
existing use or 10 sq .m ., whichever is more . 
the area which is proposed to be given over and above the existing area occupied by tenant or 
owner shall be without any premium . 

However , for the tenants to get the above benefit, tenancy should be subsisting since 1st Jan 
2000 . 


iii 


25 .8 . 7 Proof of tenancy 

Proof of tenancy of the tenant shall be verified from the voters list or property tax receipt or shop act 

license or similar documents . 
25 .9 DEVELOPMENT OF PUBLIC PARKING 

The owner may be allowed to develop his land other than reserved in the development plan for single 
or multi - storeyed public parking on specified roads, in lieu of additional FSI, subject to handing over 
the same to the Municipal Corporation subject to following conditions. 
i) The minimum area of plot shall be 500 sq .mt. in congested area and 1000 sq .mt. in non 

congested area. The owner may develop the public parking on entire plot or part of it. The 
construction of public parking shall be RCC construction of stilt type or podium or enclosed type 
in the basement. The minimum car parking spaces shall not be less than 40 and parking plan 
along with manoeuvring spaces. The location of parking spaces can be in basement, ground floor 
or upto upper 4 floors, with access through ramps/ lift or combination of both subject to clearance 

from Chief Fire Officer. 
ii) On receipt of the proposal from the owner, the commissioner shall forward it to the Committee 

under the Chairmanship of Municipal Commissioner, which may approve the plots for public 
parking, on the basis of suitability and need in the area. The Committee shall comprise of (i) 
Joint Director of Town planning or his representative ( ii ) Deputy Commissioner of Police 
(Traffic ) or his representative ( iii ) Deputy / Assistant Director of Town Planning, Municipal 

Corporation ( iv ) City engineer, Municipal Corporation . 
iii) The FSI given on this count will be over and above the FSI permissible under any other 

provisions of DCPR . This compensatory FSI shall be allowed to be used on the same plot 
without any cap or limit . However , construction should be in conformity with other regulations 
of DCPR 


iv ) Concerned land owner/developer/society / company shall not be allowed to operate the public 

parking 
v ) Area covered under parking shall not be counted towards FSI consumption . 
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vi ) The compensatory or additional FSI to be granted against the construction of public parking shall 

be as follows. 


Location - Within the area of 500 mt. from precincts of Railway Stations, S . T. Bus Depots 
existing Govt ./ semi Govt. & Corporation Offices , Tourist Places identified by Tourism 
Department, Important Religious places of Worship (Registered under Charity Act) etc . 
having inadequate public parking facilities. 


= 


Permissible 
additional FSI 


(Finished construction rate as per ASR x area of parking ) 

ASR rate of the land . 


In other areas 


= 


Permissible 
additional FSI 


0 .9 x (Finished construction rate as per ASR x area of parking) 

ASR rate of the land . 


vii ) If the owner wishes to avail TDR without consuming FSI in - situ , he may be granted the same and 

utilisation of the such TDR shall be according to TDR Regulation no.23. 


25 . 10 DEVELOPMENT OF HOUSING FOR EWS/ LIG 


If the owner constructs the housing for EWS / LIG section of the society in the form of tenements of 
size upto 50 sq .mt on his plot, then he shall be entitled for basic FSI of 2 .50 subject to following 
conditions. 


i) 


Out of the total tenements , at least 40 % tenements shall be of area notmore than 30 sq.mt. 


ii) Only one tenement should be sold to a family . Adjoining tenement should not be sold to a close 

relative of such tenement owner . Affidavit to that effect shall be obtained from the land owner / 

developer and purchaser. 
iii ) The size of tenement of 30 or 50 sq .m . shall be inclusive of common areas like staircases, 

passages etc. but exclusive of balcony , double height terraces . 
iv ) For allotment of these tenements , online lottery system shall be adopted under the supervision of 

Municipal Commissioner or by such other manner as may feel appropriate to him . 
Provided that aforesaid basic FSI of 2 .50 shall also be applicable for construction of hostel building 
by educational institutions and registered charitable trusts . 


* 


* 


* * 


* 


* 


* 


* 


* 


* * 


* 


* 


* 


* 
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PART IX 


STRUCTURAL SAFETY , WATER SUPPLY , DRAINAGE & SANITARY 
REQUIREMENTS , OUTDOOR DISPLAY AND OTHER SERVICES 


26 . 0 STRUCTURAL DESIGN 
26 .1 The structural design of foundations, elements made of masonry , timber , plain concrete ; reinforced 

concrete , pre- stressed concrete and structural steel shall be carried out in accordance with Part 6 . 
Structural design Section 1 -Loads, courses and effects , Section 2 - Soils and Foundation , Section - 3 
Timber and Bamboo , Section 4 -Masonry, Section 5 -Concrete, Section 6 -Steel, Section - 7 
Prefabrication , systems building and mixed / composite construction of National Building Code of 
India , amended from time to time. 


27 .0 QUALITY OF MATERIALS AND WORKMANSHIP 
27.1 All materials and workmanship shall be of good quality conforming generally to accepted standards 

of Public Works Department of Maharashtra and Indian Standard Specifications and Codes as 
included in Part 5 - Building Materials and Part 7 - Construction Practices and Safety of National 

Building Code of India , amended from time to time 
27 .2 All borrow pits dug in the course of construction and repair of buildings, roads, embankments etc . 

shall be deep and connected with each other in the formation of a drain directed towards the lowest 
level and properly stopped for discharge into a river stream , channel or drain and no person shall 
create any isolated borrow pit which is likely to cause accumulation of water which may breed 

mosquitoes. 
28 .0 ALTERNATIVE MATERIALS, METHODS OF DESIGN & CONSTRUCTION AND TESTS 
28.1 The provision of the regulations are not intended to prevent the use of any material or method of 

design or construction , not specifically prescribed by the regulations, provided any such alternative 

has been approved . 
28 . 1. 1 The provision of these regulations is also not intended to prevent the adoption for architectural 

planning and layout conceived as an integrated development scheme. 
28 . 2 The authority may approve any such alternative provided it is found that the proposed alternative is 

satisfactory and conform to the provisions of relevant parts regarding material, design , and 
construction and that material , method or work offered is , for the purpose intended , at least 
equivalent to that prescribed in the rules in quality , strength , compatibility , effectiveness, fire rating 

and resistance, durability and safety. 
28 . 3 Tests : Whenever there is insufficient evidence of compliance with the provisions of the regulations 

of evidence that any material or method of design or construction does not conform to the 
requirements of the rules or in order to substantiate claims for alternative materials, design or 
methods of construction , the Municipal Commissioner may require tests sufficient in advance as 

proof of compliance . These tests shall bemade by an approved agency at the expense of the owner. 
28 .3. 1 Test method shall be as specified by the regulations for the materials or design or construction in 

question . If there are no appropriate test methods specified in the regulations, the Authority shall 
determine the test procedure. For methods of tests for building materials ; reference may be made to 
relevant Indian standards as given the National Building Code of India , published by the Bureau of 
Indian Standards. The latest version of the National building Code of India shall be taken into 
account at the time of enforcement of these rules . 
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28.3 .2 Copies of the results of all such tests shall be retained by the authority for a period of not less than 

two year after the acceptance of the alternative material. 


29 .0 BUILDING SERVICES 


29 .1 


one andi batating worek 


The planning , design and installation of electrical installations, air -conditioning and heating work 
shall be carried out in accordance with Part 8 - Building Services, Section 2 - Electrical and allied 
Installations, Section 3 - Air Conditioning , heating and mechanical ventilation of National building 
Code of India , amended from time to time. 


29. 2 


The planning design including the number of lifts , type of lifts , capacity of lifts depending on 
occupancy of building ; population on each floor based on occupant load , height of building shall be 
in accordance with Section -5 installation of Lifts and Escalators ofNational Building Code of India , 
amended from time to time. In existing buildings, in case of proposal for one additional floor, 
existing lift may not be raised to the additional floor. 


29. 2 . 1 


The lifts shall be maintained in working order properly. 


30 . 0 WATER SUPPLY, DRAINAGE AND SANITARY REQUIREMENTS . 


30 .1 


The planning , design , construction and installation of water supply , drainage and sanitation and gas 
supply systems shall be in accordance with the provisions of Part 9 - Plumbing Services - Section 1 
Water Supply , Drainage and Sanitation , Section 2 - Gas supply of National Building Code of India 
as amended from time to time. 


30.2 


Requirements of water supply in building. 
The total requirements of water supply shall be calculated based on the population as given below : 


Occupancy 


Basis 


Residential Building 


Other Buildings 


5 persons per tenement 
No. of persons on occupant load and area of floors given in 
Table No. 10 . 


30 . 2 . 1 


The requirements of water supply for various occupancies shall be as given in Table No. 14 and 
Table No . 15 or as specified by the Municipal Commissioner from time to time. 


Table No . 14 


Sr. 


PER CAPITA WATER REQUIREMENTS FOR VARIOUS OCCUPANCIES/USES 
Type of Occupancy 

Consumption per head per 
No 

day (in liters) 
1 

Residential 
(a ) in living units 

| 135 
( b ) Hotels with lodging accommodation (per bed ) | 180 
Educational : 
(a) Day Schools 
(b ) Boarding Schools 

135 
| Institutional (Medical Hospitals ) : 
(a ) No. of beds not exceeding 100 

340 
(b ) No. of beds exceeding 100 

450 
(c ) Medical quarters and hostels 

135 


| 45 


10 
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Assembly -Cinema theatres, auditorium etc . (per seat 15 
of accommodation ) 
Government and Semi-public business. 
Mercantile (Commercial) 
(a ) Restaurants (per seat) 
(b ) Other business buildings . 

45 
Industrial 
(a ) Factories where bathrooms are to be provided 45 
(b ) Factories where no bath -rooms are required to | 30 
be provided . 
| Storage ( including warehousing) 
Hazardous 

30 
Intermediate / Stations ( excluding mail and express 45 (25)* 

stops ). 
11 Junction Stations 

70 (45 )* 
12 | Terminal / Stations. 

45 
13 International and domestic Airports . 

70 
The value in parenthesis is for stations where bathing facilities are not provided . 
NOTE : The number of persons for Sr. No . ( 10 ) to (13) shall be determined by the average number 
of passengers , handled by the station daily ; due consideration may be given to the staff and workers 
likely to use the facilities . 

Table No. 15 

FLUSHING STORAGE CAPACITIES 
Sr.No. Classification of building Storage capacity . 

(2 ) 
For tenements having common | 900 liters net per w . c. seat. 
convenience 
For residential premises other | 270 liters net for one w . c . seat and 180 liters 
than tenements having 

for each additional seat in the same flat. 
common convenience 
For Factories and Workshops 900 liters per w . c. seat and 180 liters per urinal 

seat . 
For cinemas, public assembly 900 liters per w . c. seat and 350 liters per urinal 
halls , etc . 

seat. 


31.0 DRAINAGE AND SANITATION REQUIREMENTS 


31.1 General 

There should be at least one water tap and arrangement for drainage in the vicinity of each water 

closet or group of water-closets in all the buildings . 
31 . 1. 1 Each family dwelling unit on premises ( abutting on a sewer or with a private sewage disposal 

system ) shall have, at least , one water-closet and one kitchen type sink . A bath or shower shall also 
be installed to meet the basic requirement of sanitation and personal hygiene . 


31. 1 . 2 All other structures for human occupancy or use on premises , abutting on a sewer or with a private 

sewage disposal system , shall have adequate sanitary facilities, but in no case less than one water 
closet and one other fixture for cleaning purposes. 
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31. 1.2 For Residences 


31.2 .1 Dwelling with individual convenience shall have at least the following fitments : 

a) One bathroom provided with a tap and a floor trap, 
b ) One water- closet with flushing apparatus with an ablution tap ; and 
c) One tap with a floor trap or a sink in kitchen or wash place. 


31 . 2. 2 Dwelling without individual conveniences shall have the following fitments : 

a ) One water tap with floor trap in each tenement, 
b ) One water-closet with flushing apparatus and one ablution tap, bath for every two tenements , 


and 


c ) One bath with water tap and floor trap for every two tenements . 


31.3 For Buildings Other than Residences 


31.3.1 


The requirements for fitments for drainage and sanitation in the case of buildings other than 
residences shall be in accordance with Tables given in Appendix- M (1 to 14 ). The following shall 
be, in addition , taken into consideration : 
a ) The figures shown are based upon one ( 1) fixture being the minimum required for the number 

of persons indicated or part thereof. 
b ) Building categories not included in the tables shall be considered separately by the Municipal 

Commissioner 
c ) Drinking fountains shall not be installed in the toilets . 
d ) Where there is the danger of exposure to skin contamination with poisonous, infectious or 

irritating material, washbasin with eye wash jet and an emergency shower located in an area 
accessible at all times with the passage / right of way suitable for access to a wheel chair, shall 
be provided . 


e ) When applying the provision of these tables for providing the number of fixtures , consideration 

shall be given to the accessibility of the fixtures . Using purely numerical basis may not result in 
an installation suited to the need of a specific building . For example, schools should be 
provided with toilet facilities on each floor. Similarly toilet facilities shall be provided for 
temporary workmen employed in any establishment according to the needs; and in any case one 
WC and one washbasin shall be provided . 


f) All buildings used for human habitation for dwelling work , occupation , medical care or any 

purpose detailed in the various tables , abutting a public sewer or a private sewage disposal 
system , shall be provided with minimum sanitary facilities as per the schedule in the tables. In 
case the disposal facilities are not available , they shall be provided as a part of the building 

design for ensuring high standards of sanitary conditions in accordance with this section . 
g ) Workplaces where crèches are provided , they shall be provided with one WC for 10 persons or 

part thereof, one washbasin for 15 persons or part thereof, one kitchen sink with floor tap for 

preparing food / milk preparations . The sink provided shall be with a drinking water tap . 
h ) In all types of buildings , individual toilets and pantry should be provided for executives and for 

meeting / seminar / conference rooms, etc . as per the user requirement. 
i) Where food is consumed indoors, water stations may be provided in place of drinking water 

fountains. 
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32.0 SIGNS AND OUTDOOR DISPLAY STRUCTURES 


32.1 


The display of advertising signs on buildings and land , shall be in accordance with the rules /by - laws 
framed by the corporation in this regards from time to time. 


* * * * * * * * * * * 
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PART X 
SPECIAL PROVISIONS IN CERTAIN BUILDINGS 


33.0 PROVISIONS FOR BARRIER FREE ACCESS 

Provisions for Barrier Free access in buildings for differently abled persons shall be as given in 

Appendix -N 
34 .0 INSTALLATION OF SOLAR ASSISTED WATER HEATING (SWH ) SYSTEM / ROOF 

TOP PHOTOVOLTAIC (RTPV ) SYSTEM 
SWH or RTPV systems shall be mandatory in all types of buildings to be constructed on plot area 
of more than 4000 sq . m . 
In order to facilitate the installation of SWH /RTPV System , the new buildings shall have the 
following provisions: 
i) All such buildings where SWH /RTPV are to be installed will have open sunny roof area 

available for the installation of SWH /RTPV . 
ii) The roof loading adopted in the design of such building should be atleast 50 kg per sq.m . for 

the installation of SWH /RTPV . 
iii) At least 25 % of the roof area shall be utilized for installation of the SWH /RTPV system . 
iv ) Precaution should be taken that architectural elevation treatment should not cast shadow on 

terrace space. As far as possible , parapet of south , east and west sides of the terrace shall be of 
railing type (above 1 feet) such that it will not cast shadow on the solar collectors and 
maximum terrace space can be utilized . 
All such new buildings installed with SWH shall have an installed hot water line from the 
rooftop and insulated distribution pipelines to each of the points where hot water is required in 

the building . 
35 .0 RAIN WATER HARVESTING 

The provision for Rain Water Harvesting shall be made as under : 
a ) All buildings on plots having area , not less than 500 sq .mt. , shall have one or more Rain Water 
Harvesting structures having a minimum total capacity as detailed below . 

Provided that the Municipal Commissioner may approve the Rain Water Harvesting 
structures of specifications different from those in Schedule , subject to the minimum capacity 

of Rain Water Harvesting being ensured in each case . 
b ) The owner/society of every building mentioned in the (a ) above shall ensure that the Rain 

Water Harvesting structure is maintained in good condition for storage of water for non - potable 

purposes or recharge of groundwater at all times . 
c ) Rain Water Harvesting in a building site includes storage or recharging the ground water by 

rainwater falling on the terrace or any paved or unpaved surface within the building site . 
d ) The following systems may be adopted for harvesting the rainwater drawn from terrace and the 

paved surface . 
i) Rain Water Harvesting for recharge of groundwater may be done through a bore -well 

around which a pit of 1 m . width may be excavated upto a depth of at least 3 m . and refilled 
with stone aggregate and sand. The filtered rain water may be channeled to the refilled pit 

for recharging the bore -well . 
ii ) The terrace shall be connected to the open well /bore -well/storage tank / recharge pit/ trench 

by means of HDPE / PVC pipes through filter media . A valve system shall be provided to 
enable the first washing from roof or terrace catchment, as they would contain undesirable 
dirt. The mouth of all pipes and opening shall be covered with mosquito ( insect) proof wire 
net . For the efficient discharge of rain water, there shall be at least two rain water pipes of 

100 mm dia . for a roof area of 100 sq. m . 
e ) Rain Water Harvesting structures shall be sited as not to endanger the stability of building or 

earthwork . The structure shall be designed such that no dampness is caused in any part of the 
walls or foundation of the building or those of an adjacent building. 
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36 .0 Grey water reuse 


The grey water (bathroom and kitchen water ) reuse or recycling regulations are meant to reduce the 
requirement of potable treated water taking into consideration the increase in demand of water day 

by day and also to help sustainable development. 
36 .1 Application 

These regulations shall be applicable to all new development of housing, commercial and industrial 
premises , which fall in the one of the following category . 
i) Housing complexes , Commercial establishments , hostels , hospitals, having aggregate built- up 
area more than 10 , 000 sq .m . or more . 
ii ) All three star or higher category hotels . 

Provided that these provision shall not be applicable to those constructions for which 

commencement certificate have been already been granted prior to sanction of these regulations. 
36 . 2 Separation of grey water 

The grey water shall be separated from wastes from toilets , by means of separate down take 
discharge system . The grey water shall be recycled by providing recycling plant and shall be reused 
for non -potable purposes after storing the same in the distinctly separate tank by means of down 
take pipes marked by purple colour. The water quality shall conform to standards of non -potable 
water. The recycle water shall be tested once in a six months and the result shall be made available 

to Municipal Commissioner or his authorised officer, whenever demanded . 
36 . 3 Separate plumbing for grey water and provision of recycling 

Every developer shall provide in new construction , separate down take plumbing for grey water , 

water plant for recycling , storage and reuse fitting before the selling of tenement / building. 
36 .4 Reuse of grey water strictly for non - potable , non -contact use 

The reuse of grey water shall be strictly for non -potable use by means of providing a distinctly 
separate reuse system coloured in purple . The non -contact uses shall be restricted to toilet flushing, 

drip irrigation of trees /shrubs, sub -surface irrigation of lawns and recharge of ground water. 
36 . 5 No cross connection of potable and non - potable water 

There shall not be cross connection of fittings of potable and non -potable water at any point. The 
recycle water system shall be maintained at a lower operating pressure than that of lower potable 

water system . Precautions should be taken at the makeup connection to prevent contamination . 
36 . 6 Recycled water measurement 

The recycled water shall be measured by means of flow meter / water meter before storing the same 
in separate water tank . The flow meter / water meter shall be read monthly by the occupier and 

shall make available the results whenever demanded . 
37.0 solid waste management 

It shall be mandatory for : 
i ) Housing complexes, Commercial establishments, hostels , hospitals having aggregate built- up 
area more than 4 , 000 sq.m . or more . 
ii ) All three star or higher category hotels . 
to establish a dedicated Solid waste management system to treat 100 % wet waste being generated 
in such buildings. 
The treatment ofwet waste shall be done through an organic waste composters / vermiculture pits or 
other similar technologies of suitable capacity installed through reputed vendors . 
The disposal of dry waste , e -waste , hazardous waste shall be carried out through authorised 
recyclers or any other system as specified by the Municipal Commissioner. 
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Incentive for green builidngs 
The municipal corporation shall strive to promote green building concepts within the municipal 
area. In order to do so it may empanel agencies of repute as listed / recognised by the State / Central 
Government. The following incentives shall be provided for green rated buildings. 
i) Green buildings shall be entitled for incentive FSI as below . 

GRIHA Three star / IGBC Silver or equivalent rating – 3 % incentive FSI on basic FSI. 
GRIHA Four star / IGBC Gold or equivalent rating – 5 % incentive FSI on basic FSI. 
GRIHA Five star / IGBC Platinum or equivalent rating – 7 % incentive FSI on basic FSI. 
Provided , achieving minimum GRIHA Three star / IGBC Silver or equivalent rating for 
construction projects shall be mandatory for all buildings belonging to Government, Semi 

Government, local bodies and public sector undertakings. 
ii ) Incentive FSI will be awarded after pre - certification from the empanelled agency. This FSI 

shall be exclusive of the limits specified in this DCPR . 
iii ) In case that the developer fails to achieve committed rating as per pre -certification at the time 

of final occupancy , a penalty shall be imposed at the rate 2 times of the land cost as per ASR 
for the incentive FSI for the rating not achieved . 
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PART XI 
SPECIAL SCHEMES / ACTIVITIES 


39. 0 Special Township Projects 

The Regulations for Special Township Projects in Municipal Corporation area shall be as 
sanctioned by Government vide notification No. TPS- 1806 / 135 /CR -31/ 06 / 6031 /UD - 13 , dated 3rd 

June, 2006 and shall be subject to Government Order from time to time. 
40. 0 Conservation of Heritage Buildings / Precints / Natural Features 
40.1 Applicability : 

This regulation will apply to those buildings , artifacts , structures, areas and precincts of historic 
and/or architectural and lor cultural significance (hereinafter as Listed Buildings/Heritage 
Buildings and listed precincts /Heritage precincts ? ) and those natural features of environmental 
significance including scared graves , hills , hillocks , water bodies (and the areas adjoining the same) 
etc . 


40 .2 


List of Heritage Buildings , Heritage Precincts and Natural Features. 
The list of buildings, artifacts , areas and precincts of historic and /or cultural significance and the 
list of those natural features of environmental significance including sacred graves , hills, hillocks, 
water bodies (and areas adjoining the same) etc . to which this regulation applies is given below . 


Whenever this list is required to be amended , it shall not be necessary to follow the procedure 
under Section 37 of Maharashtra Regional and Town Planning Act of 1966 . The procedure as laid 
down in this regulation shall be followed . 


The Municipal Commissioner shall issue public notice in the local newspapers declaring 
his intention to include the buildings, artefacts , areas and precincts of historic and /or cultural 
significance and the list of natural features of environmental significance , including sacred graves , 
hills , hillocks, water bodies etc . and invite objections and suggestions from any person in respect of 
the proposed inclusion within a period of 30 days from the date of such notice. 


The Municipal Commissioner shall issue notice to the owner of the buildings, artifacts , 
areas and precincts of historic and/ or cultural significance etc . and invite objections and suggestions 
from such person in respect of proposed inclusion within 30 days from the date of such notice. 


The Municipal Commissioner , on respect of any objections or suggestions, shall decide the 
same after giving hearing to the objector. 


Provided that, the Municipal Commissioner may supplement or amend the list from time to 
time either suo -moto or on the advice of the Heritage Committee after following the procedure as 
described above . 


40 . 3 


Restriction on development , Redevelopment/ repairs etc . 


No development or redevelopment or engineering operations or addition , repairs renovation 
including the painting of buildings , replacement of special features or plastering or demolition of 
any part thereof of the said listed buildings, or listed precincts or listed natural features shall be 
allowed except with the prior written permission of the Municipal Commissioner. Before granting 
any such permissions, the Municipal Commissioner shall consult the Heritage Conservation 
Committee to be appointed by the State Government (hereinafter referred to as “ the said Heritage 
Conservation Committee ”) and shall act on the advice of the Heritage Conservation Committee. 

Provided that before granting any permission for demolition or major alterations/ addition to 
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listed buildings ( or buildings within listed precincts ) objections and suggestions from the public 
shall be invited and duly considered by the Heritage Conservation Committee. 

Provided that, in exceptional cases for reasons to be recorded in writing the Municipal 
Commissioner himself may overrule the advice of the Heritage Conservation Committee. 

If the application for development, alteration , modification of the Heritage precincts or 
listed building is rejected under this regulation or while granting such permission any conditions 
are imposed on the owner which deprives him to use the FSI, the said owner shall be compensated 
by grant of Development Right Certificate. 


40 . 4 


Incentive uses for Heritage Buildings. 
After the commencement of this Regulation , the Heritage Precincts or the Listed Buildings shall not 
be permitted to be used for any commercial or office purpose except with the permission of the 
Heritage Conservation Committee . However, in cases of buildings included in the Heritage 
Conservation List, if the owner / owners agree to maintain the listed Heritage Building as it is in the 
existing stage and to preserve its heritage with due repairs , the owner /owners may be allowed with 
the approval of the Heritage Conservation Committee to convert part of the whole of the non 
commercial area to commercial /office use . Provided that, if the heritage building is not maintained 
suitably or if the heritage value of the building is allowed to be spoiled in any manner , the 
Municipal Commissioner shall withdraw the permission forthwith . 


40 . 5 


Grant of Transferable Development Rights to owners/ lessees of heritage buildings/heritage 
precincts . 


If the owner is deprived of using FSI on the said plot or development permission is granted to him 
with conditions which deprives him of use of FSI, then he shall be entitled for TDR as decided by 
the Commissioner in consultation of Heritage Conservation Committee. The utilization of this TDR 
shall be as per TDR Regulation No.23 


40 . 6 Maintaining Skyline 


Building included in heritage precincts shall maintain the skyline in the precincts (without any 
high - rise development) as may be existing in the surrounding area , so as not to demolish or destroy 
the value and beauty of the said heritage buildings/heritage precincts . The development within the 
precincts shall be in accordance with the guidelines framed by the Municipal Commissioner on the 
advice of the Heritage Conservation Committee . 


40. 7 Restrictive Convenants 


Regulations existing as on date of this Regulation imposed under convenants terms and conditions, 
on the leasehold plots either by State Government or by the Municipal Corporation shall continue 
to be imposed , in addition to the Development Control Regulations. However, in case of any 
conflict with the heritage preservation interest / environmental conservation and the said 
Development Control and Promotion Regulations, this regulation shall prevail . 


40 . 8 


Grading of the listed buildings/Listed Precincts. 
The Municipal Commissioner shall classify the Heritage Precincts , Heritage Buildings in “ Grades ” 
such as (I), ( II ), ( III). The meaning of these grades and basic guidelines for development 
permissions are as follows: 
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Grade- I 


Grade- II 


Grade- III 


| (A ) Definitions 


Heritage Grade - I comprises Heritage Grade - II ( A and B ) | Heritage Grade - III comprises 
Buildings and precincts of comprises buildings and precincts buildings and precincts of 
National or Historic of Regional importance , poss - local importance for 
importance, excellence in essing special architectural or townscape , they evoke 
architectural style, design aesthetic merit , or cultural or architectural, aesthetic , or 
technology and material historical significance though of a sociological interest though 
usage and / or aesthetics ; lower scale than Heritage Grade not as in Heritage Grade - II . 
associated with a great 1. They are local landmarks, These contribute to determine 
historic event, personality, which contribute to the image and the character of the locality 
movement or institution . | identity of the region . They may and can be representative of 
They have been and are the be the work of master craftsmen life -style of a particular 
prime landmarks of the city or may be models of proportion community or region and , may 
and of National importance. and ornamentation or designed to also be distinguished by 
suit a particular climate . 

setting on a street line or 
special character of the facade 
and uniformity of height width 
and scale . 


( B ) Objective 


Heritage Grade-I 
deserves 
preservation . 


richly Heritage Grade - II 
careful intelligent conservation . 


deserves Heritage Grade - III deserves 

intelligent conservation 
(though on a lesser scale than 
Grade- II and special protection 
to unique features and 
attributes .) 


I Scope for Change 
No interventions be Grade - II ( A ) 

External, internal changes and 
permitted either on exterior 

adaptive reuse would by and 
or interior unless it is Internal changes and adaptive large be allowed . Changes can 
necessary in the interest of reuse and external changes may include extensions, and 
strengthening 

and by and large be allowed but additional buildings in the 
prolonging the lifeof the subject to strict scrutiny . Care same plot or compound . 
buildings or precincts or would be taken to ensure the However any changes should 
any part of features thereof. conservation of all special aspects | be such that they do not detract 
For this purpose absolutely for which it is included in from the existing heritage 
essential and minimum Heritage Grade- II. 

building / precinct . 
changes would be allowed 
and they must be in Grade- II ( B ) 
accordance with the 

In addition to the above , 
original. 

extension of Additional building 
in the same plot or compound , in 
certain circumstances be allowed , 
provided that, the extension / 
additional building is in harmony 
with (and does not detract from ) 
the existing heritage buildings or 
precincts especially in terms of 
height, and facade. 
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(D ) Procedure 
Development permission Development permission for the Development permission for 
for the changes would be changes / additional construction the changes / additional 
given by the Commissioner would be given by the construction would be given 
on the advice of the Commissioner on the advice of by the Commissioner on the 
Heritage Conservation Heritage 

Conservation advice of the Heritage 
Committee. Committee . 

Conservation Committee. 
I Vistas/ Surrounding 
Development 
All developments in areas 
surrounding Heritage 
Grade -I shall be regulated 
and controlled by ensuring 
that it does not mark the 
grandeur of or view from 
Heritage Grade -I. 


40. 9 Signs and outdoor display structures 

No display or advertising signs and outdoor display structures on listed building and / or 
the Heritage Precincts shall be permitted except accordance with part X (sign and outdoor display 
structure ) National Building Code of India . 


Prohibition of advertising signs and outdoor display structure in certain cases : 

Notwithstanding the provisions mentioned above no advertising sign or outdoor display 
structures shall be permitted on buildings of architectural, aesthetic , historic or heritage importance 
as may be decided by the Municipal Commissioner, Committee or on Government buildings , save 
that in the case of Government buildings only advertising signs or outdoor display structures may 
be permitted if they relate to the activities for the said buildings own purposes or related programs. 

Provided that, if the Heritage Conservation Committee so advises , the Municipal 
Commissioner shall refuse permission for any sign or outdoor display structure. 


40 . 10 


Composition of Heritage Conservation Committee 

There shall be Heritage Conservation Committee for the City . This Committee shall be 
constituted by the Municipal Commissioner. The Committee shall comprise of the following 
members : 


Municipal Commissioner 


| Chairman 


i ) 
ii) 


Divisional / District Officer of ASI 

Member 
Divisional/ District Officer of Archaeological Survey of Member 
Maharashtra 


Heritage Conservation Architect having 10 years of Member 
experience and membership of the Council of Architecture. 


V ) 


Historian having experience of 10 yearsin the field of Member 


History . 


Structural Engineer having experience of 10 years and Member 
member of Institute of Engineers . 
Executive Engineer , Heritage cell 

Member- Secretary 


vii) 
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The tenure of the Members of categories ( iv ) to (vi) above shall change after every three years 
provided however that, the same person shall be eligible for reappointment as Member. 
The Heritage Conservation Committee shall come into existence with effect from the date of its 
publication in the official Gazette . 
No act of the Committee done in good faith , shall be deemed to be invalid by reason only of some 
defect subsequently discovered in the organization of the Committee or in the Constitution of the 
Committee or in the appointment of the Member or on the ground that such member was 
disqualified for being appointed . 
The Chairman and in his absence the chosen Member of the Committee shall preside over the 
meeting of the Committee . 
The Terms of reference of the Committee shall be inter alia . 
(i) To consider whether development permission should be granted under this Regulation and 

the conditions of such permission . 
( ii ) To prepare a list or supplementary list of building artefacts , structures, areas precincts of 

historic , aesthetic , architectural, cultural significance and a supplementary list of natural 
features of environmental significance including scared groves , hills, hillocks etc . water 

bodies (and the areas adjoining the same ) to which this regulation would apply . 
( iii) To consider whether any relaxation , modification , alteration , or variance of any of the 

Development Control and Promotion Regulations is called for . 
(iv ) To suggest amendments , changes or special regulations or modification to regulations for 

listed buildings and the heritage precincts regulated under these regulations. 
(v ) To consider on the extent of Development Rights to be granted to the owners of listed 

Building of the Heritage Precincts . 
(vi) To consider whether development Rights Certificates may be allowed to be consumed in a 

heritage precinct. 
( vii) To consider whether to allow commercial /office user of any listed building of Heritage 

Precincts and when to terminate the same. 
( viii ) To regulate erection of outside advertisement/ bill boards. 
( ix ) To recommend guidelines to be adopted by those private parties who sponsor beautification 

schemes at public intersection and elsewhere. 
(x) To evaluate the cost of repairs to be given to the owners to bring the existing building back to 

the original condition. For this purpose, the Committee may suggest ways to raise funds 

through private sources. 
(xi) To prepare special designs and elements and guidelines for listed buildings and control of 

height and essential façade characteristics such as maintenance of the buildings and to 
suggest suitable design adopting new materials for replacements keeping the old form intact 

to the extent possible. 
(xii ) To prepare guideline relating to design elements and conservation principles to be adhered to 

and to prepare other guideline for the purpose of this regulation . 
(xiii ) To consider any other issue as may be required from time to time during course of scrutiny of 

development permissions and in overall interest of heritage/environmental conservation . 
40.11 List of Heritage Buildings / Precincts 

List of heritage buildings / precincts is given in Appendix - O 
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40 .12 Heritage Conservation Fund 

1 . Heritage buildings included in the said list shall be maintained by the owners of the said 

buildings themselves , with a view to give monetary help for such maintenance /repairs a 
separate fund may be created , which would be kept at the disposal of the Municipal 
Commissioner, Pune Municipal Corporation , who will utilise these funds on the advice of the 
Heritage Conservation Committee . The Commissioner may , in such cases disburse appropriate 

mount to the owner or may get maintenance/ repair work done through Municipal Corporation . 
2 . 2 per cent of total development charges collected shall be transferred to the Heritage 

Conservation Fund . 
3 . The Municipal Commissioner shall have right to remove any unauthorized construction in the 

property enlisted as heritage property as an encroachment for the Municipal land as defined 
and as per procedure laid down U /S 231 of the B . P . M . C . Act, 1941 and recover the expenses 
of such removal/ demolition work from the owner as arrears of land revenue . 
The Municipal Commissioner shall have right to enter into any such heritage property to repair 
such property to avoid any damage or injury , and the amount shall be spent from Heritage 

conservation fund and shall be recovered from the owner as arrears of property tax . 
5 . If Heritage structure listed in Grade I needs conservation , preservation and immediate repairs 

and if the structure is affected due to vandalism by occupier/ owner, then the Municipal 
commissioner shall have right to acquire such heritage property and conserve its heritage 
value. 


41.0 Erection of Mobile Towers : 


Regulation for setting up of Telecommunication Cell Site (s)/Base Station (s ) and installation of the 
equipments for Telecommunication Network in Municipal Corporation area shall be as per 
Appendix - P . 


(PRAKASH BHUKTE ) 
Convenor, 
Govt. Appointed Committee 
Rev . Development Plan , Pune, 


(KUNAL KUMAR ) 

(S . CHOCKALINGAM ) 
Member , 

Chairman , 
Govt . Appointed Committee Govt . Appointed Committee 
Rev. Development Plan , Pune, Rev. Development Plan , Pune, 
and 

and 
Commissioner, 

Divisional Commissioner, 
Municipal Corporation , Pune. Pune Division , Pune. 


and 


Joint Director, Town Planning 
Pune Division , Pune . 


Pune, 10th November 2015. 
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APPENDIX A - 1 
FORM FOR CONSTRUCTION OF BUILDING OR LAYOUT OF BUILDING / GROUP 

HOUSING 
Application for permission for development under Section 44 / 58 of The Maharashtra 
Regional and Town Planning Act, 1966 read with Section 253 of the MMC Act, 1949. 
From 

(Name of the owner ) 


To , 


The Municipal Commissioner, 
Municipal Corporation , Pune 
Sir , 

I intend to carry out the under mentioned development in the site /plot of land , on Plot 
No. .. ...... Town and Revenue S.No... ....... City Survey No ... .. . ... ... ..Mauje .... .. ... ... situated 
at Road / Street ..... . ....... Society ... .. ... . .... in accordance with Section 44 / 58 of the 
Maharashtra Regional and Town Planning Act, 1966 read with Section 253 of the MMC Act, 
1949. 

I forward herewith the following plans and statements ( Item i to ix ) wherever applicable , 
in quadruplicate , signed by me (Name in block letters ) . .. .. .... . ..... .and the Architect / Licensed 
Engineer / Structural Engineer / Supervisor, ( License No ........... ... .), who has prepared the plans , 
designs and a copy of other statements /documents as applicable 


i) Key Plan (Location Plan ), ( to be shown on first copy of the set of plans ) 
ii) Site Plan showing the surrounding land and existing access to the land proposed to be 

developed ; ( to be shown on first copy of the set of plans ) 
iii ) A detailed building plan showing the plan , section and elevations of the proposed 

development work along with existing structure to be retained / to be demolished , if any ; 
iv ) Particulars of development in Form enclosed ( to be submitted for development other than 

individual buildings ) ; 

Copy of sanctioned layout plan if any ; 
vi) An extract of record of rights , property register card (any other document showing ownership 

of land to be specified ) alongwith consent of co -owners where third party interest is created ; 
vii ) Receipt of payment of scrutiny fees ; 
I request that the proposed development/ construction may be approved and permission be 
accorded to me to execute the work . 
Signature of the Licensed / 

Signature of Owner 


Name of Owner 


Surveyor/Architect 
Name 


Address of Owner 


License No. 


Contact No. 


Contact No. 


Dated 


Dated 
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FORM GIVING PARTICULARS OF DEVELOPMENT 

(Item iv of Appendix A - 1 ) 


1. 


- - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - 


1 


(a ) (i) Full Name of Applicant 

( ii ) Address of Applicant 
( iii) e -mail ID 

( iv ) Contact / Mobile No. 
(b ) (i) Name and address of Architect / 

licensed Engineer / Structural 

Engineer / Supervisor employed . 
( ii ) No. and date of issue of License 
| ( a ) Is the plot of, a City Triangulation 

Survey Number Revenue Survey 
Number or Hissa Number of a Survey 
Number or a Final Plot Number of a 
Town Planning Scheme or a plot of an 

approved layout ? 
(b ) Please state Sanction Number and Date 

of Sub - division / Layout 
( c ) Whether the land is situated in 

Congested Area or Outside Congested 

Area ? 
(a ) What is the total area of the plot 

according to the ownership document 

and measurement plan ? 
(b ) Does it tally with the Revenue/CTS 

Record 
(c ) What is the actual area available on site 

measured by Architect licensed 
Engineer / Structural Engineer / 
Supervisor ? 
( The permission shall be based on the 

area whichever is minimum .) 
( d ) Is there any deduction in the original 

area of the plot on account of D . P . 
roads, or reservation ( s ). If so , are they 
correctly marked on the site plan ? 
Please state the total area of such 

deductions ? 
(e ) What is the area remained for 

development after above deduction ( s ) ? 
( f) What is the area proposed for 

recreational open space ? ( in case of 
land having original holding more than 

0 .2 hector ) Please mention the area . 
(g ) Whether amenity space as required 

under Regulation no . 14 . 4 is left ? Please 
mention the area . 


- 


- 
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| 4 . 


- - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - 


6 . 


(h ) What is the net plot area as per 

Regulation No. 14 . 8 ? 
Are all plans as required under Regulation 
No. 6 . 2 enclosed ? 
(a ) In what zone does the plot fall ? 
(b ) For what purpose the building is 

proposed ? Is it permissible according to 

the land use classification ? 
(a ) Is road available as an approach to the 

land ? What is the average existing width 
of the road ? (If the plot abuts on two or 
more roads, the above information in 

respect of all roads should be given ) 
(b ) Is the land fronting on D . P . road ? If so , 

width of the D . P . road 
( c ) Is the land fronting on National or State 

highway ? If so , is the Building line / 
control line maintained ? Please state the 

distance . 
(d ) What is the height of the building above 

the average ground level of the plot ? 
( e ) Is road of required width available for 

above height ? 
Is the land subject to restrictions of blue / red 
flood line, airport, railway , electric line, 
archaeology , etc . ? Please state the details , if 


7 . 


any . 


(a ) If there are existing structures on the plot 


(i) Are they correctly marked and numbered 

on the site plan ? 
( ii ) Are those proposed to be demolished 

immediately and hatched in yellow 

colour ? 
(iii)What is the plinth area and total floor 

area of all existing structures to be 

retained ? 
(Please give details confirming to the plan 

submitted ) 
| ( a ) Please state the total built up area , 

(existing + proposed ) 
(b ) What is the basic permissible F . S . I. of 

the zone according to front road width ? 
(c ) What is the premium FSI proposed to be 

consumed ? 
(d ) What is the fungible FSI proposed to be 

consumed ? 
(e ) What is the area of TDR proposed to be 

consumed ? 
( f) What is the additional FSI proposed to be 
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consumed ? 
(g ) Please state the overall F. S . I. utilised in 

the proposal ? 
(h ) Is built - up area of each flat / unit 

mentioned on the plan ? 
| Whether area for inclusive housing is 
required as per Regulation No. 14 .6 ? Please 
state the details. 
(a ) What is the width of the front marginal 
distance ( s ) ? If the building abuts two or 
more roads , does the front marginal distance 
comply with Regulation ? 


11 
. 


Permissible 


Proposed 


(a ) What is : 


( i) the sidemarginal distance (s) ? 


(ii) the rear marginal distance (s) ? 


( iii ) the distance between buildings ? 


13 . (a ) What are the dimensions of the inner or 

outer chowk ? 
| ( b ) Is / are room (s ) dependent for its light 

and ventilation on the chowk ? If so , are 

the dimensions of the chowk as required ? 
14 . ( a ) Whether sizes of the rooms comply with 

the dimensions mentioned in the 

regulations ? 
(b ) Whether use of every room / part 

mentioned on the plan ? 
(c ) Whether every room derives light and 

ventilation required under the 

regulations ? 
| If the height of the building is more than 15 
meter above the average ground level, is 
provision for lifts made ? 
( a) If so , give details of lift. 


Passenger Capacity 


| 


No . of Lifts 


(b ) Details of Fire Lift . 


Passenger Capacity 


I 


No. of Lifts 


16 . 


( a ) Does the building fall under purview of 

Regulation No. 6 .2.6. 1 ? 
( b ) If so , is fire escape staircase provided in 

addition to regular staircase ? 
(c ) Whether the ramps to the basement are 

provided leaving 6 m marginal distance 
for movement of fire fighting vehicle ? 
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(d ) If podiums are proposed , does it allow 

the movement of fire fighting vehicle 
properly ? 


Required 


Proposed 


17 . (a ) What are the requirements of parking 

spaces under the Regulation No. 21 ? 
How many are proposed ? 


Car 


Scooter 


Cycle 


( b ) (i) Are 

necessary ? 


loading - unloading 


spaces 


( ii ) If so , what is the requirement ? 


( iii ) How many are proposed ? 


Is the sanitary arrangement provided as per 
the regulation ? 


19 . 


Details of the source of water to be used in 
the construction 


20 . 


Distance from the sewer . 


21. 


Please explain in detail in what respect the 
proposal does not comply with the 
Development Control and Promotion 
Regulations and the reasons there for, 
attaching a separate sheet if necessary . 


I hereby declare that I am the Architect/ licensed Engineer / Structural Engineer / Supervisor 
employed for the proposed work and that the statements made in this form are true and 
correct to the best of my knowledge. 


Date : 


Signature of the Architect / licensed Engineer/ 
Structural Engineer / Supervisor employed . 


+ + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + 
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FORM OF STATEMENT 1 
( to be printed on plan ) 

[Sr. No . 8 (a ) ( iii)] 
Existing Building to be retained 


Floor No. 


Existing 
Building No. 


Plinth 
Area 


Total Floor Area of 
Existing Building 


Use / Occupancy of 

Floors. 


(1 ) 


(2) 


L 


(3 ) 


(4 ) 


( 5 ) 


+ + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + 


FORM OF STATEMENT 2 
( to be printed on plan ) 

[Sr. No. 11 (h ) ] 
Area details of Flat / unit 


Building 

No . 


Floor No. 


Flat / 
unit No. 


Built up area of flat / unit along with 
Share of Common areas like staircase / 

passages 


2 


3 


Note : 
1 ) Built up area of all flats / units on the respective floor shall tally with the total 

built up of that floor. 
2 ) Above statements may vary, wherever required . 
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PROFORMA - I 
| ( At Right Hand top Corner of Plans) 
PROPOSED -- -- --- -- -- --- -- - COMPLEX ON C . T .S . NO ./PLOT NO . / S . NO . | Drawing Sheet 
/ F . P .NO .- -- --- - OF VILLAGE / MAUJE ----- 

No . X / Y 
Stamps of Approval of Plans: 


NU 


A 


| AREA STATEMENTS 
1. Area of plot 
(Minimum area of a , b , c to be considered ) 

a ) As per ownership document ( 7 / 12 , CTS extract) 
b ) as per measurement sheet 

c ) as per site 
2 . Deductions for 

( a ) Proposed D . P ./ D . P . Road widening Area 
(b ) Any D . P . Reservation area 

( Total a + b ) 
3 . Gross Area of Plot (1 - 2 ) 
4 . Recreational Open space 

( a )Required - 

(b ) Proposed - 
5 . Amenity Space - 

(a )Required - 

(b ) Proposed - 
6 . Service road and Highway widening 
7 . Internal Road area 
8 . Net Area of Plot = [3 – 5 (b ) ] 

[ For Basic F .S .I. = 1. 00 ] 
9 . Built up area with reference to Basic F .S . I. as per front road width 

(sr. no. 8 X 1. 0 or 1. 1 or 1. 2 ) 
10 . Addition of area for F . S . I . 

( a ) In -situ area against D . P . road [ 2 . 5 or 3 . 0 x sr. no . 2 ( a ) ],if any 
(b ) In -situ area against Amenity Space [2 .5 x sr. no . 5 (b )], 
(c ) TDR area 
( d ) Premium FSI area ( subject to maximum of 60 % of sr . 9 + 10 ( a ) + 

10 (b ) + 10 ( c )) 
( e ) Fungible FSI area (subject to maximum of 0 . 3 ) 
(f ) Higher FSI area under Part VIII 

( Total of a + b + c + d + e + f) 
11 . Total area available ( 9 + 10 ) 
12 . Maximum utilization of F . S . I. Permissible as per Road width ( as per 

Regulation no . 16 . 4 ) 
13 . Total Built - up Area in proposal.( excluding area at Sr.No. 15 . b ) 

a ) Existing Built- up Area . 
b ) Proposed Built -up Area 

Total ( a + b ) 
( should not be more than serial no . 12 above .) 
14 . Area for Inclusive Housing, if any 

a ) Required (20 % of sr .no. 9 ) 
b ) Proposed 
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Certificate of Area : 
Certified that the plot under reference was surveyed by me on 

and the 
dimensions of sides etc . of plot stated on plan are as measured on site and the area so worked out 
tallies with the area stated in document of Ownership / T .P . Scheme Records/ Land Records 
Department/City Survey records. 


Signature 
(Name of Architect/Licensed Engineer /Supervisor.) 


Owner s declaration – 
I /We undersigned hereby confirm that I/We would abide by plans sanctioned by Pune Municipal 
Corporation . I/We would execute the structure as per sanctioned plans. Also I /We would execute 
the work under supervision of proper technical person so as to ensure the quality and safety at the 
work site. 


Owner (s ) name and signature 


Architect/ Licensed Engineer / Supervisor name and signature 


Scale 


Drawn by 


Job No. Drawing 

No . 


Checked by 


Registration / License no. of 
Arch ./ Lic.Eng./ Supervisor 
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APPENDIX A - 2 
FORM FOR SUB -DIVISION OF LAND AS PLOTTED LAYOUT 
Application for permission for development under Section 44 / 58 of The Maharashtra 
Regional and Town Planning Act, 1966 read with Section 253 of the MMC Act, 1949. 


From ... ... ... .. 
(Name of the owner ) 


To , 


The Municipal Commissioner, 
Municipal Corporation , Pune. 


Sir , 


I intend to carry out the under mentioned development in the site /plot of land , bearing 
S .No. /Gut No. ... .. . ... ... ... City Survey No.... .. . ... ... ....... .. . ...., Mouje .. . ... . .. ... ... ... ..., situated 
at Road / Street . .. . .. .. . . . . . . . . .. . .. . .. .. . in accordance with Section 44 /58 of The Maharashtra 
Regional and Town Planning Act, 1966 read with Section 253 of the MMC Act , 1949 . 

I forward herewith the following plans and statements ( Item 1 to 6 ) wherever applicable , in 
quadruplicate , signed by me (Name in block letters ) ... .. ......... .. ... . and the Architect / 
Licensed Engineer / Structural Engineer / Supervisor ( License No. ... . ..... .. .. . .. . .. . . ... ), who has 
prepared the plans, designs and a copy of other statements /documents as applicable ( Items 7 to 
10 ). 

( 1 ) Key Plan (Location Plan ); (to be shown on first copy of the set of plans) 
(2 ) Site Plan showing the surrounding land and existing access to the land included in the 

layout ; ( to be shown on first copy of the set of plans) 
(3) A layout plan showing, 
(i) sub -divisions of the land or plot with dimensions and area of each of the proposed sub 

divisions and its use according to prescribed regulations ; 
( ii) width of the proposed streets ; and 
( iii) dimensions and area of recreational open spaces provided in the layout. 

(iv ) dimensions and area of amenity space provided in the layout. 
( 4 ) An extract of record of rights property register card (any other document 

showing ownership of land to be specified ) alongwith consent of co 

owners where third party interest is created . 
(5 ) Particulars of development in Form enclosed . 
(6 ) Payment of scrutiny fees. 

I request that the proposed layout may please be approved and permission accorded to 
me to execute the work . 
Signature of the Licensed / 

Signature of Owner 
Surveyor/ Architect 

Name of Owner 
Name 

Address of Owner 
License No . 

Contact No. 
Contact No. 

Dated 
Dated 
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2 


3. 


FORM GIVING PARTICULARS OF DEVELOPMENT 

( PART OF APPENDIX 1 .. ... ...ITEM 5 ) 
( a ) ( i) Full Name of Applicant 

(ii ) Address of Applicant 
( iii) e -mail ID 

( iv ) Mobile No. 
(b ) (i) Name and address of Architect / licensed Engineer 

employed . 
( ii ) No. and date of issue of License 
( a ) Is the plot of, a City Triangulation Survey Number, 

Revenue Survey Number or Hissa Number of a 
Survey Number or a Final Plot Number of a Town 

Planning Scheme ? 
| ( b ) Whether the land is situated in Congested Area or 

Outside Congested Area ? 
(a) What is the total area of the plot according to the 

ownership document and measurement plan ? 
(b ) Does it tally with the Revenue/CTS Record 
(c ) What is the actual area available on site measured 

by Architect/ licensed Engineer/ Structural 
Engineer / Supervisor ? 
( The permission shall be based on the area 

whichever is minimum .) 
( d ) Is there any deduction in the original area of the 

plot on account of D .P . roads, or reservation (s ). If 
so , are they correctly marked on the site plan ? 

Please state the total area of such deductions ? 
( e ) What is the area remained for development after 

above deduction (s ) ? 
( f) What is the area proposed for recreational open 

space ? ( in case of land having original holding 

more than 0 .2 hector) Please mention the area . 
( g ) Whether amenity space as required under 

Regulation no . 14 . 4 is left ? Please mention the area . 
| ( h ) What is the net plot area as per Regulation no . 14 . 8 ? 
Are all plans as required under Regulation no.6 .2 
enclosed ? 
| ( a ) In what zone does the plot fall ? 
( b ) For what purpose the layout is proposed ? Is it 

permissible according to the land use classification ? 
( a ) Is road available as an approach to the land ? What is 

the average existing width of the road ? (If the plot 
abuts on two or more roads, the above information in 

respect of all roads should be given ) 
(b ) Is the land fronting on D . P . road ? If so , width of the 

D . P . road 
( c ) Is the land fronting on National or State highway ? If 

so , is the Building line / control line maintained ? 

Please state the distance . 
Is the land subject to restrictions of blue / red flood line , 
airport, railway , electric line, archaeology , etc ? Please 
state the details , if any. 


5. 


8 . 
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9 . 


10 


Whether the internal roads proposed in the layout | 
conform to the Regulation No . 13 .0 . 
Whether roads in the layout are co -ordinated with the 
| roads in the surrounding layout ? 
Whether the area and dimensions of plots are proposed 
as per prescribed regulations ? 
| Whether area for inclusive housing is required as per 
Regulation no . 14 . 6 ? Please state the details . 


11 l who 


I hereby declare that I am the Architect/ licensed Engineer employed for the proposed 
work and that the statements made in this form are true and correct to the best of my 
knowledge . 


Date : 


/ 


/ 


Signature of the Architect / licensed Engineer/ 
Structural Engineer / Supervisor employed . 


+ + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + + 
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PROFORMA - I 
(At Right Hand top Corner of Plans) 
PROPOSED - 

- - -- - - LAYOUT ON C . T . S . NO ./ PLOT NO . ) 
S .NO . / F . P .NO.------- OF VILLAGE / MAUJE ----- 
Stamps of Approval of Plans: 


| Drawing Sheet 

No. X / Y 


A | AREA STATEMENTS 
1 . Area of land 

(Minimum area of a , b , c to be considered ) 
a ) As per ownership document ( 7 / 12 , CTS extract) 
b ) as per measurement sheet 

c ) as per site 
Deductions for 

(a ) Proposed D . P ./ D . P . Road widening Area 
(b ) Any D . P . Reservation area 

( Total a + b ) 
| 3 . Gross Area of Plot (1 - 2 ) 
| 4 . Recreational Open space 

(a ) Required - 

(b ) Proposed - 
Amenity Space 

( a ) Required - 

(b ) Proposed - 
6 . Service road and Highway widening 
| 7 . Internal Road area 

8 . Area under layout plots 
9 . Net area of plots for FSI Calculations = (3 -5b ) 
| 10 . Permissible FSI factor for layout plots = ( 9 / 8 ) 
11. Area for inclusive housing 

( a ) Required - 

( b ) Proposed - 
Certificate of Area : 
Certified that the plot under reference was surveyed by me on 

and the 
dimensions of sides etc . of plot stated on plan are as measured on site and the area so worked out 
tallies with the area stated in document of Ownership / T .P . Scheme Records/ Land Records 
Department/City Survey records. 


Signature 
(Name of Architect /LicensedEngineer /Supervisor.) 
Owner (s ) name and signature 


Architect/ Licensed Engineer / Supervisor name and signature 


Job 


Roawing 


No . 


Scale 


Drawn by 
Drawn by 


Checked by 


Registration / License no. of 
| Arch ./ Lic . Eng./ Supervisor 
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Plot 


Plot area 
( sq.m . 


Statement of distribution of FSI on each plot 

( to be printed at suitable place on plan ) 
Rounding | Remaining Built up area on Front basic FSI 
area of Road Plot area | pro -rata basis i.e . | Road 
( if any) ( b - c ) (d x Pro - rata FSI width 
( sq .m .) ( sq .m .) factor) 


no . 


Permissible 
Built - up area 
on Basic FSI 
(ex g) (sq .m . ) 


( m . ) 


(b ) 


(C) 


( d ) 


(h ) 


APPENDIX B 


FORM OF SUPERVISION 


To , 


The Municipal Commissioner , 


Municipal Corporation , Pune. 


Sir , 


I hereby certify that the development/erection /re- erection /demolition or material alteration 
in / or Building No._ _ on / in Plot No. 

in Block No . 
situated at Road / street 

_ City Survey No . 

shall be 
carried out under my supervision and I certify that all the materials (types and grade) and the 
workmanship of the work shall be generally in accordance with the general specifications and that 
the work shall be carried out according to the sanctioned plans. I shall be responsible for the 
execution of the work in all respects . 


Signature and name of the Architect or Licensed --- ----- 
Engineer / Structural Engineer / Supervisor 


License No . 


Date : 
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APPENDIX C 


QUALIFICATION , COMPETENCE , DUTIES AND RESPONSIBILITES ETC . OF LICENSED 
TECHNICAL PERSONNEL OR ARCHITECT FOR PREPARATION OF SCHEMES FOR 

DEVELOPMENT PERMISSION AND SUPERVISION 


C - 1 


General 


C - 1. 1 


The qualifications of the technical personnel and their competence to carry out different 
jobs for building permit and supervision for the purpose of licensing by the Authority 
shall be as given in Regulation no . C - 2 to C - 6 . The procedure for licensing the technical 
personnel is given in Regulation no . C -6 . 


C - 2 


ARCHITECT 


C -2 . 1 


Qualifications- The minimum qualifications for an architect shall be the qualifications as 
provided for in the Architects Act , 1972 for registration with the Council of Architecture . 
Such registered Architects shall not be required to again register their names with the 
Corporation . However, he shall submit the registration certificate to the Corporation . 


* C - 2 . 2 


Compeotence of Architect: To carry out work related to development permission as 
given below and shall be entitled to submit - 
(a) All plans and information connected with development permission . 
( b ) Structural details and calculations for building on plot upto 500 sq. m . and upto 3 

storeys or 11 m . height and 
(c ) Certificate of supervision and completion for all buildings. 


C -3 | A )ENGINEER 


C - 3 . 1 


Qualifications 
1 ) The qualifications for Licensing Engineer will be the corporate membership (Civil ) of 
the Institution of Engineers or such Degree or Diploma in Civil or Structural Engineering 
or equivalent; 
2 ) Diploma in Civil Engineering or equivalent, having experience of 10 years in the field 
of land and building planning . 


* C -3 .2 Competence- To carry out work related to development permission as given below and 

shall be entitled to submit 
(a ) All plans and related information connected with development permission . 
(b ) Structural details and calculations for building on plot upto 500 sq .m . and upto 5 
storeys or 16 m . height, and 
(c) Certificate of supervision and completion for all building. 


STRUCTURAL ENGINEER 


C -4 . 1 


Qualifications- Qualifications for Licensing of structural engineers shall be as given 
below , with minimum 3 years experience of structural engineering practice in designing 
and field work ; 
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( a ) Graduate in Civil Engineering of recognised Indian or Foreign University and 
Chartered Engineer or Associated Member in Civil Engineering Division of Institution of 
Engineers ( India ) or equivalent Overseas Institution , and 
(b ) Associate member in Civil Engineering Division of institution of Engineers ( India ) or 
equivalent Overseas Institution possessing exceptional merits. 
The 3 years experience shall be relaxed to 2 years in the case of Post - graduate degree of 
recognised Indian and Foreign University in the Branch of Structural Engineering. In the 
case of doctorate in Structural Engineering, the experience required would be one year . 


* C - 4 . 


Competence - he shall be entitled to submit the structural details and calculations for all 
buildings and supervision . 


* C -4 . 2 .1 . 


Complicated buildings and sophisticated structures, as decided by the Municipal 
Commissioner, which are not within the horizontal areas and vertical limits under C - 2 . 2 
(b ) , C - 3. 2 ( b ), C -5 . 2 ( a )(i) & C -5 . 2 (b ) (i) shall be designed only by Structural Engineer. 


C 


SUPERVISOR : 


C -5 . 1 


Qualification 
(a )For Supervisor 1 : 
(i) Three years architectural assistantship or intermediate in architecture with two years 
experience , or 
( ii ) Diploma in Civil engineering or equivalent qualifications with two years experience. 
( iii) Draftsman in Civil Engineering from ITI or equivalent qualifications with Ten years 
experience out of which five year shall be under Architect/Engineer . 
(b ) For Supervisor - 2: 
(i) Draftsman in Civil Engineering from ITI or equivalent qualifications with five years 
experience under Architect / Engineer . 


C -5 . 2 


Competence 
(a ) For Supervisor -1 : he shall be entitled to submit - 


(i) All plans and related information connected with development permission on plot upto 
500sq . m . ; and 


( ii) Certificate of supervision of buildings on plot upto 500 sq . m . and completion thereof. 


(b ) For Supervisor- 2 : he shall be entitled to submit - 


(i) All Plans and related information upto 200 sq . m . built up area and 


( ii ) Certificate of supervision for limits at (i) above and completion thereof. 


C -6 . 


LICENSING 


* C -6 .1 | Technical Personnel to be licensed : 

The Qualified technical personnel or group as given in regulations; No C -3 , C -4 , C -5 shall 
be licensed with the authority and the license shall be valid for three calendar years 
ending 31 % December after which it shall be renewed annually or every three years. 
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* C-6.2 Fees for Licensing- The annual licensing fees shall be as follows: 


For Engineer and structural Engineer 


1000 p .a . 


For supervisor ( 1) 


500 p . a . 


For supervisor (2 ) 


300 p . a 


The Municipal Commissioner may revise above fees from time to time, if necessary. 


* C -6 . 3 


Duties and Responsibilities of Architects / Licensed Technical Personnel: 
The duties and responsibilities of architects / licensed technical personnel shall be as 
follows: 
( 1 ) It will be incumbent on every architect / licensed technical personnel, in all matters in 
which he may be professionally consulted or engaged , to assist and co -operate with the 
Municipal Commissioner and other Officers in carrying out and enforcing the provisions 
of Maharashtra Regional & Town Planning Act , 1966 and of any regulations for the time 
being in force under the same. 
( 2 ) Every architect / licensed technical personnel shall be responsible for due compliance 
with the provisions of Maharashtra Regional & Town Planning Act, 1966 and the MMC 
Act, 1949 and of any regulations for the time being in force under the said Act. It shall be 
obligatory on him to satisfy himself that a qualified and competent Maistry or Inspector of 
Works is constantly employed and present on the work to supervise the execution of all 
work and to prevent the use of any defective material therein and the improper execution 
of any such work . 
( 3 )Every architect / licensed technical personnel shall be responsible for carrying out 
work according to sanctioned plan . 
(4 ) Every architect / licensed technical personnel shall be responsible for correctness of 
the calculations and dimensions mentioned on the plan and shall be liable for 
consequences arising thereof. 
(5 ) Architect / licensed technical personnel shall not involve himself in any unauthorised 
development. He shall also make aware the client about legal provisions in respect of 
proposed development and consequences thereof. 
(6 ) When an architect / licensed technical personnel cease to be in the employment for the 
development work , he shall report the fact forthwith to the Municipal Commissioner . 


960 


महाराष्ट्र शासन राजपत्र, भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३० , २०१५ / पौष ३ - ९ , शके १९३७ 


APPENDIX D - 1 
FORM FOR SANCTION OF BUILDING PERMISSION AND 

COMMENCEMENT CERTIFICATE 


Sir , 


With reference to your application No . 

dated 

for the 
grant of sanction of Commencement Certificate under Section 44 of The Maharashtra Regional and 
Town Planning Act, 1966 read with Section 253 of the MMC Act, 1949 to carry out developmentwork / 
Building on Plot No. Revenue Survey No. 

City Survey 
No. Mauja _ 

situated at Road Street 
Society 

the Commencement Certificate/Building Permit is granted under Section 45 of the 
said Act, subject to the following conditions : 
1 . The land vacated in consequence of the enforcement of the set -back rule shall form part of the 

public street . 
2 . No new building or part thereof shall be occupied or allowed to be occupied or used or permitted to 

be used by any person until occupancy permission has been granted . 
3. You will have to handover the amenity space to the Corporation before approval of final layout as 

per Regulation No. 13. 4 . ( wherever applicable ) 
4 . You will have to submit an undertaking in respect of recreational open spaces as stipulated in 

Regulation. (wherever applicable ) 
5 . The Commencement Certificate / Building permit shall remain valid for a period of one year 

commencing from the date of its issue unless the work is not commenced within the valid period . 
6 . This permission does not entitle you to develop the land which does not vest in you . 


- 


8 . -- --- - - 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- -- -- - - 


- 


- - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - 


Office No. 
Office Stamp 


Date : 


Yours faithfully , 


Municipal Commissioner , Pune 
or an officer appointed by him 
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APPENDIX D -2 
FORM FOR TENTATIVE APPROVAL FOR DEMARCATION OF LAND / SUB- DIVISION 

LAYOUT 


To , 


- - -- - -- - - - - - - - -- -- - - - - - - - -- - 


Sir , 


With reference to your application No . 

,dated 

for the 
land sub -division approval , under Section 44 of The Maharashtra Regional and Town Planning Act, 
1966 read with Section 253 of the MMC Act, 1949 to carry out development work in respect of land 
bearing Revenue Survey No. 

City Survey No. 
Mauje situated at Road / Street 

, Society 

, it is to inform 
you that , land sub -division layout is hereby tentatively approved and recommended for demarcation , 
subject to the following conditions : 
1 . You will get the land sub -division layout demarcated on the site by the Land Records Department 

and submit the certified copy to that effect for final approval. 
It shall be the responsibility of the owner to carry out all the development work including 
construction of roads, sewer lines, water supply lines , culverts , bridges, street lighting , etc . and hand 
it over to the Municipal Corporation after developing them to the satisfaction of the Municipal 
Commissioner . 


3. If you wish that the Municipal Corporation has to carry out these development works, then you will 

have to deposit the estimated expenses to the Municipal Corporation in advance, as decided by the 
Municipal Commissioner . 


4 . You will have to handover the amenity space to the Corporation before approval of final layout as per 

Regulation No . 14 . 4 . ( applicable in case where owner is not allowed to develop ) 


5 . You will have to submit an undertaking in respect of recreational open spaces as stipulated in 

Regulation . 
6 . This permission does not entitle you to develop the land which does not vest in you . 


Office No . 
Office Stamp 


Yours faithfully , 


Municipal Commissioner , Pune 
or an officer appointed by him 
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APPENDIX D - 3 


FORM FOR FINAL APPROVAL TO THE LAND SUB - DIVISION / LAYOUT 


To , 


Sir , 


With reference to your application No. 

_,dated 

for 
the land sub - division approval, under Section 44 of The Maharashtra Regional and Town Planning 
Act , 1966 read with Section 253 of the MMC Act , 1949 to carry out development work in respect of 
land bearing Revenue Survey No . 

City Survey No. 
Mauje situated at Road /Street 

_ , Society 

_ , the land 
sub -division layout is finally approved as demarcated under Section 45 of the Maharashtra Regional 
& Town Planning Act , 1966 , subject to the following conditions: 

It shall be the responsibility of the owner to carry out all the development work including 
construction of roads, sewer lines, water supply lines, culverts , bridges, street lighting , etc . 
and hand it over to the Municipal Corporation after developing them to the satisfaction of 
the Municipal Commissioner . 
If you wish that the Municipal Corporation should carry out these development works, 
then you will have to deposit the estimated expenses to the Municipal Corporation in 
advance , as decided by theMunicipal Commissioner. 


As per the undertaking submitted by you in respect of recreational open space as stipulated 
in Regulation No . 14 . 3 , the said open space admeasuring ---- --- sq . m . stand vested in the 
name of plot holders of the layout or society of the plot holders and you have no right of 
ownership or interest in the said recreational open space . 


Since you have handed over the amenity space to the Corporation , you shall be entitled for 
FSI equivalent to TDR , on the remaining land . (wherever applicable ) 
This permission does not entitle you to develop the land which does not vest in you . 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


Office No. - ----- -- --- -- - --- -- 


--- -- - -- -- -- Office Stamp 
- -- --- -- --- -- Date : - -- -- -- --- - 


Yours faithfully , 
Municipal Commissioner , Pune 
or an officer appointed by him 
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APPENDIX E - 1 


FORM FOR REFUSAL OF BUILDING PERMIT / COMMENCEMENT CERTIFICATE 


Sir , 


With reference to your application No. 

dated 

for 
the grant of sanction for the development work / the erection of a building / execution of work on Plot 
No. Revenue Survey No. 

City Survey No. 

Mauje 
, I regret to inform you that the proposal has been refused under Section 45 of the 
Maharashtra Regional and Town Planning Act, 1966 , on the following grounds. 


- 


Office Stamp 


Yours faithfully , 
Municipal Commissioner, Pune 
or an officer appointed by him 
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APPENDIX E - 2 


FORM FOR REFUSAL OF LAND SUB - DIVISION / LAYOUT 


To, 


Sir , 


No . 


With reference to your application No. 

dated 
for the grant of sanction for the development work bearing Revenue Survey No. City Survey 
, mauje 

, I regret to inform you that the proposal has been 
refused under Section 45 of the Maharashtra Regional and Town Planning Act , 1966 , on the 
following grounds. 


1 . 


- - - 


- 


- 


- 


- 


Office Stamp 


Yours faithfully , 


Municipal Commissioner, Pune 
or an officer appointed by him 
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APPENDIX F 


FORM FOR COMPLETION CERTIFICATE 


To . 


The Municipal Commissioner, 


Pune Municipal Corporation 


Sir , 


I hereby certify that the erection / re - erection or part / full development work in / on building / 
part building No 

Plot No. 

„ Revenue Survey No. 
City Survey No. 

Mauje 

, has been supervised by me 
and has been completed on 

according to the plans sanctioned , vide office 
communication No 

dated 

_. The work has been completed to the 
best of my satisfaction . The workmanship and all the materials (type and grade) have been strictly in 
accordance with general and detailed specifications. No provisions of the Act or the building 
Regulations, no requisitions made, conditions prescribed or orders issued there under have been 
transgressed in the course of the work . I am enclosing three copies of the completion plans. The 
building is fit for occupancy for which it has been erected / re -erected or altered , constructed and 
enlarged . 


I have to request you to arrange for the inspection & grant permission for the occupation of 
the building 


Yours faithfully 


Signature and name of Architect /Licensed 
Engineer / Structural Engineer /Supervisor 


Encl : As above . 


Date : 


(Signature of Owner ) 


Name of Owner (in Block Letters ) 


90 % 
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APPENDIX G 


FORM FOR OCCUPANCY CERTIFICATE 


i) Owner: 


ii ) Architect, Licensed Engineer Structural Engineer / Supervisor 


Sir , 


No. 


The part / full development work / erection re- erection / or alteration in of building / part building 

Plot No. Revenue Survey No. 

, City Survey 
No. 

Mauje 

- completed under the supervision of 

Architect, Licensed Engineer / Structural 
Engineer / Supervisor, / License No 

_ may be occupied on the following 
conditions 


1 . 


- - - 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- - - - - - 


A set of certified completion plans is returned herewith . 


Encl : As above. 


Yours faithfully , 


Municipal Commissioner , Pune 
or an officer appointed by him 
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APPENDIX H 


FORM FOR REFUSAL OF OCCUPANCY CERTIFICATE 


i) Owner: 


ii) Architect, Licensed Engineer Structural Engineer / Supervisor 


Sir , 


The part / full development work / erection re- erection / or alteration in of building / part 
building No. 

Plot No. , Revenue Survey No. 

, City 
Survey No. _, Mauje 

completed under the supervision of 

Architect, Licensed Engineer / Structural 
Engineer / Supervisor, / License No._ 

is not allowed to be occupied because of the 
following reasons - 


1 . The construction carried out by you does not conform to the sanctioned plans. 


2 . 


-- - - - -- - -- - - - - 


- 


-- -- - --- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


- 


A set of completion plan is retained with the Municipal Corporationl and remaining sets are 
regretfully returned herewith . 


Encl : As above . 


Yours faithfully , 


Municipal Commissioner , Pune 
or an officer appointed by him 
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APPENDIX T 


FORM OF INDEMNITY FOR PART OCCUPANCY CERTIFICATE 


(On Stamp Paper) 
(Of such value as decided by the Municipal Commissioner.) 


10 , 


Municipal Commissioner , 


Pune Municipal Corporation . 


Subject: 


Sir , 


While thanking you for letting me occupy a portion of the above building before acceptance 
of the Completion Certificate of the whole building for the plans approved in communication 
No. , dated 

I hereby indemnify the Municipal Corporation against 
any risk , damage and danger which may occur to occupants and users of the said portion of the 
building and also undertake to take necessary security measures for their safety . This undertaking 
will be binding on me /us, our heirs , administrators and our assignees. 


Yours faithfully , 


Signature and name of Owner 


Witness : 


Address : 


Date : 


Sr. 


(2) 
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Appendix 
- 
JSCHEDULEFORSERVICEINDUSTRIES 

ServiceIndustryClass-A(PermittedinR2andC)CriteriaforClassificationandspecialconditions 

MaximumPermissible CategoryofIndustryNo.PowerrequirementEmploymentFloorarea 

SpecialConditionsifany( 
in 
H 
. 
P 
. 
) 

| 
( 
in 
persons 
) 
in 
sq 
. 
m 
. 
)(1) 

(3)(4)L(5) 

(6)I.FoodProductPreservationofmeat,canningpreservingand 

NotpermissibleprocessingoffishcrustacesandsimilarfoodsManufactureofmilkanddairyproductssuchasbutter,ghee,etc.Canning&preservationofFruits&VegetablesincludingproductionofJam,Jelly,Sauce,etc.(a)Ricehuller(b)Groundnutdecorticators(c)GrainMillforproductionofflour(dManufactureofsupariandMasala 

grindings.(e)BabyoilexpellersManufactureofbakeryproductswithno 

(i)OperationshallbepermittedonlyFloorabove 

between8.00hrs.to20.00hrs.(ii)Fuelusedshallbeelectricity,gasor 

smokelesscoal.6. Manufactureofcocoa,chocolate,Sugar 

NotpermissibleconfectionaryCoffee,curingroastingandgrinding 

150-Cashewnutprocessinglikedrying,shelling, 

Notpermissibleroasting,saltingetc. 


10 


10 


10 


10 


25025 


- 


900 
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-पुणेविभागीयपुरवणी, 
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- 
३०,२०१५/पौष 
३ 
-९, 
शके१९३७9.ManufactureofIce 

45 

2010. Sugarcanecrushing&FruitJuice 

2 

9II.BEVERAGES&TOBACCO11.| Manufactureofsoftdrinksandcarbonated 

water12. Manufactureofbidi 

NoPowertobeusedaspermittedIII.TEXTILE&TEXTILEPRODUCTS13. Handloom/power-loomofyarnfora 

maximumof4looms. 


Notpermissible 


250 


MayalsobepermittedinR-1zone 


MayalsobepermittedinR-1zoneinareasdesignatedbytheMunicipalCommissioner.Notpermissible 


16. 


14. Printingdyeing&bleachingcotton,woollen 

&silktextiles15. Embroidery&makingofcrapelaces& 

fringesManufactureofalltypesoftextilegarments 

includingwearingapparel.17. Manufactureofmadeuptextilesgoodssuch 

ascurtains,mosquitonet,mattresses,bedding 

materialpillowcases,textilebags.etc.IV.WOODPRODUCTSANDFURNITURE18.Manufactureofwooden&caneboxes& 

packingcases.Manufactureofstructuralwoodengoodssuch 

asbeams,posts,doorsandwindows20.Manufactureofwoodenfurnitureandfixtures 


Notpermissible 


19. 


Notpermissible 


50 


i)Shallnotbepermittedadjoininga 

dwellingunit.ii)Operationshallbepermittedonly 

between8.00hrs.to20.00hrs. 


50 


21.Manufactureofbambooandcanefurniture 

andfixtures22. Manufactureofwoodenproductssuchas 

utensils,toys,artwaresetc 


Notpermissible 
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V. 


/ 


50 


Manufacturepermissible. 


with 


paper 


pulp 
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PAPERPRODUCTSANDPRINTINGPUBLISHING23. Manufactureofcartonsandboxesfrom 

9papersandpaperboard,paperpulp,24. Printing&Publishingnewspaper. 

5/9Printing&Publishingperiodicals,booksjournals,atlases,maps,envelope,printingpicture,post-card,embossing 


not 


50 


25. 


i)Operationshallbepermittedonly 

between8.00hrs.and20.00hrs.ii)Norestrictionsofpower,numberof 

employees,areaofhoursofoperationshallapplyiflocatedinabuilding,inseparateplotnotlessthan500sq.m.andifspecialpermissionofthe 

Municipal 
Commissioner 
is 
obtainedOperationshallbepermittedonlybetween8.00hrs.to20.00hrs. 


26. 


Engravingetchingblockmakingetc. 


10 


9 


120 


10 


120 


NotpermissibleNotpermissible 


30. 


Notpermissible 


27.BookbindingVI.LEATHERPRODUCTS28.Manufactureofleatherfootwear29. Manufactureofwearingapparellikecoats, 

glovesetc.Manufactureofleatherconsumersgoodssuchasupholsterysuitcases,pocketbooks, 

cigaretteandkeycases,pursesetc.31.RepairoffootwearandotherleatherVII.RUBBERANDPLASTIC:32.Re-treadingandvulcanizingworks33. Manufactureofrubberballoons,handgloves 

andalliedproductsVIIINON-METALLICMINERAL 

PRODUCTS34. Manufactureofstructuralstonegoods,stone 

dressing,stonecrushingandpolishing35.Manufactureofearthen&plasterstatesand 


9 


5050 


Notpermissible 


Notpermissible 


36. 


Notpermissible 


Notpermissible 


Notpermissible 
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एक-- 
पुणे 
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गुरुवारतेबुधवारडिसेंबर 
२४-३०,२०१५/पौष 
३- 
९, 
शके 
१९३७images,toysandartwares.Manufactureofcementconcretebuildingcomponents,concretejellies,septictank, 

plaster 
orparis 
worklimemortar 
etc.IX. |METALPRODUCTS:37.1 Manufactureoffurnitureandfixtures 

primarilyofmetal.38. Plating&Polishingandbuffingofmetal 

products39. Manufactureofmetalbuildingcomponents 

suchasgrills,gates.Doorsandwindow 

frames,watertanks,wirenets,etc.40. Manufactureandrepairofsundryferrous 

engineeringproductsdonebyjobbingconcernssuchasmechanicalworks,shopswithlathes,drills,grinders,welding 

equipment 
etc41.Totalsharpeningandrazorsharpeningworks 


50 


Notpermissible 


25 


Operationshallbepermittedonlybetween8.00hrs.to20.00hrs. 


50 


(i)Operationshallbepermittedonly 

between8.00hrs.20.00hrs.(ii)Nospraypaintingpermitted. 


XELECTRICALGOODS:42. Repairsofhouseholdelectricalappliances 

suchasradioset.Televisionset,taperecorders,heaters,irons,shavers,vacuumcleaners,refrigerators,air-conditioners,washingmachines,electriccookingranges,motor 
rewindingworksetc 
. 

TRANSPORTEQUIPMENT43.Manufacturingofpushcart,handcart,etc.44.(a)Servicingandrepairingofbicycle, 

rickshaws,motorcycleandmotorvehicles 

(b)Batterychargingandrepairs.XII.OTHERMANUFACATURINGAND 

REPAIRINDUSTRIESANDSERVICES 


XI 


10 


Operationshallbepermittedonlybetween8.00hrs.to20.00hrs.Nospraypaintingpermitted 
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47. 


Repairofwatch,clockandjewellery 


Operationshallbepermittedonlybetween8.00hrs.to20.00hrs.Operationshallbepermittedonlybetween8.00hrs.to20.00hrs.NotpermissibleOperationshallbepermittedonlybetween8.00hrs.to20.00hrs.Notpermissible 


48.Manufactureofsportsandathleticgoods49.ManufactureofMusicalinstrumentsandits 

repair.50 MassmanufactureofmiscellaneousProducts 

suchascostume,jewellery,costumenovelties,feather,plumes,artificialflowers,brooms,brushes, 
lampshades, 
tobacco,pipes,cigaretteholders,ivorygoods, 

bandages,wigs 
and 
similar 
articles 
.51. (a)Repairsoflocks,stoves,umbrellas,sewing 

machines,gasburners,buckets&othersundryhouseholdequipment. 

(b)Opticalglassgrindingandrepairs52.Petrolfillingstations/CNGstations 


50 


Operationshallbepermittedonlybetween8.00hrs.to20.00hrs. 


50 


53.Laundries,Laundryserviceandcleaning, 

dyeing,bleachinganddrycleaning 


50(i)30.5x16.75m.Plotsize-withoutservicebay(ii)36.5x30.5mPlotsize-withservicebay 

(1)Cleaning&dyeingfluidusedshallnot 

have 
flash 
point 
lower 
than 
1380 
F 
.(ii)Operationshallbepermittedbetween 

8.00hrs.to20.00hrs.(iii)Machineryhavingdayloadcapacityof 

20kgandabove.50Operationshallbepermittedbetween8.00 

hrs 
. 
to 
20 
. 
00 
hrs 
.250 Inindependentstructureonindependent 

plot 
with 
specialpermission 
of 
theMunicipalCommissionerAsperRegulationno.23.8AsperRegulationno.23.9 


54. 


Photoprocessinglaboratories. 


9 


55. 


10 


ElectronicIndustryofassemblytype(andnotofmanufacturingtypeincludingheating 


load 
) 
. 


56. Bio-technologyUnit57.InformationTechnologyUnit 


- 
- 
- 
* 
* 


१८४ 


महाराष्ट्र शासन राजपत्र , भाग एक -- पुणे विभागीय पुरवणी, गुरुवार ते बुधवार डिसेंबर २४ - ३०, २०१५ /पौष ३ - ९ , शके १९३७ 


APPENDIX – K 
SPECIAL REGULATIONS FOR KOREGAON PARK AREA 
Koregaon Park Area is bounded as below : 

i) The Koregaon Park North Road on the north ; 
ii) The Ghorpadi village boundary on the east ; 
iii ) The Southern Railway line on the south ; and 

iv ) The Circuit House - Fitzgerald Bridge Road on the west. 
Special Building Rules framed by the Collector of Pune for this area shall be applicable which are as 
given below . 
1. The minimum area of a building plot shall be as mentioned in the layout. No building plot as 

shown in the layout shall be sub -divided . 
2 . No building shall be allowed to be erected in any plot unless the said plot has suitable access by 

an existing metalled road or by projected road which shall be previously constructed (i. e . 

metalled in conformity with the layout sanctioned by the Collector) 
3 . Only one main building together with such outhouses as are reasonably required for the bona fide 

use and enjoyment by its occupants and their domestic servants shall be permitted to be erected 
in any building plot. Provided that this restriction shall not prevent the erection of two or more 
building on the same plot, if the plot admeasures at least twice or thrice as the case may be 
(according to the number of buildings ) the minimum size required . Provided also that the same 
open space shall be required around each main building as if each of these were in a separate 

building plot. 
4 . Every building to be built shall face the road and where the plot has frontage on more than one 

road the building shall face the more important road . 
5 . Every building shall be set back at least 20 feet from the boundary of any road , 40feet or more in 

width and 15 feet from the other roads as shown in the layout. 
6 . No building shall be constructed within 10 feet of the side boundaries of the plot. 
7 . The distance between the main building and the rear boundary of the plot shall be ; not less than 

20 feet. Provided that , subsidiary buildings such as outhouse, a garage, stable, privy and the like 
may be permitted at the rear of the main building subject to the condition that such building shall 
be at a distance of not less than 10 feet from either any building in the compound or boundary of 

the plot. 
8 . The open space to be kept around every building shall be open to sky and free from any erection 

except projection of roof, chajja or weather sheds, steps or houds or fountains with parapet walls 
not more than 4 feet high . Provided that balcony or gallery may be allowed to project over such 
open space if the distance between the outer edge of such a projection and the boundary of the 

plot is not less than 10 feet. 
9 . Not more than one - third of the total area of any building plot shall be built upon . In calculating 

the area covered by buildings the plinth area of the ;buildings and other structures excepting 
compound walls , steps, open ottas and open houds or wells with parapet walls not more than 4 
feet high or Chajja and weather sheds shall be taken into account. Area covered by a staircase 
and projections of any kind shall be considered as built over. Provided a balcony or gallery 
which 
a ) is open on three sides; 
b ) has no structure underneath on ground floor; 
c) projects not more than 4 feet from the walls ; and 
d ) length of which measured in a straight line does not exceed2 /3 rd the length of the wall to 
which it is attached ; shall not be counted in calculating the built over area . 
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10 . No building shall contain more than two storeys including the ground floor. 
11. If flats are constructed there shall be not more than two self contained flats on each floor, each 

flat being occupied by one family only . 
12 . The minimum standard of accommodation to be provided exclusively for one family shall consist 

of one living room and one bed room together admeasuring not less than 250 sq . ft. one kitchen . 
one verandah not less than 6 ft . in width in front and rear , a bathroom and a water - closet or 

latrine. 
13 . In no circumstances shall one roomed tenements be allowed to be constructed or used as 

residence. No chawls or temporary sheds shall be allowed to be constructed . 
14 . Every building shall have a plinth of at least 2 feet above the general level of the ground . 
15 . No building shall exceed 100 feet in length in any direction . 
16 . All subsidiary buildings such as an outhouse providing auxiliary accommodation such as a 

garage , servant s quarter, stable, storeroom , privy etc . appurtenant to the main building but 
detached thereon shall be ground floor structures only and shall be constructed at the rear of the 
plot at a distance of not less than 10 feet from one another or from the main building or from the 

boundary of the plot. 
17. Owner of the adjoining plots may be permitted with their mutual consent to group the subsidiary 

ground floor buildings, such as outhouses, stables, privies etc . along the common boundary in the 
rear of their plots provided that such building shall be at a distance of not less than 10 feet from 

any other building in the compound . 
18 . The minimum floor area of any room intended for human habitation shall be not less than 120 

square feet 
19 . No sides of a room for residential purposes shall be less than 10 feet long at least one side of 

every such room shall be an external wall abutting on the surrounding open space through its 
length or on an interior open yard ( chowk ) not less than300 sq . ft in area and 15 feet in any 

direction or on an open verandah . 
20 . The height of every room inside the building shall be not less than 10 feet from the floor to 

ceiling and in the case of a sloping roof the height of the lowest point thereof shall be not less 

than 7 feet and 6 inches from the floor. 
21 . Every room shall be provided with windows or other apertures other than doors opening out into 

the internal air for the admission of light and air and the aggregate area of such openings shall 

not be less than 1/7th of the floor area of the room in which they are provided . 
23. Privies shall be at the rear of the main building and not less than 10 feet from it . They shall be 

innocuous to the neighbors . They shall not be within 30 feet of a well and shall be screened from 

public view . 
24 . No cesspools shall be allowed to be constructed unless there exists an agency for clearing them 

regularly and properly . 
25. No cesspool shall be used or made within 100 feet of any well. 
26 . No Khalkuwa Khalketi shall be used for reception of night soil. 
27 . No cattle shall be kept in any part of the residential buildings . No. stable or cattle shed shall be 

constructed within 10 feet of a residential building. 
28 . Shops may be allowed on the ground floor of the building in the plots reserved for shops only. 

The upper floor of the building may be used for residence. Provided all regulations applicable to 

residential building are adopted . 
29. The Collector may within his discretion sanction or license the erection of any building other 

than a dwelling house if he is satisfied after necessary inquiry in the locality that the erection and 
user of such building will not adversely affect the amenities of the adjoining lands or buildings. 
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30 . All buildings shall be of pucca construction and no easily combustible materials shall be used in 

their construction . 
31. No boundary or compound wall or fence shall be erected on the boundary not to any street of a 

greater height than 4 feet measured from the centre of the road in front. 
32. No addition to or alterations in a building shall be carried out without the previous written 

permission of the Collector. 
33. In the case of land or building situate within the limits of a Municipal Corporation or any other 

local authority , the rules and bylaws of the Municipal Corporation or local Authority in that 

behalf shall apply in addition to regulations prescribed above . 
34. The permission shall be liable to be revoked on breach of any of the conditions. 
35 . All the roads within lay -out will be constructed and got ready within six months from the date of 

sanctioning the layout. 
36 . Central arrangements for the delivery of water to the individual plot holder will be made and got 

ready within six months from the date of sanctioning the layout. 
37. No building shall be used for other than the residential purposes . 


- - - * * * 


- - - 
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APPENDIX - L 
REGULATIONS FOR DEVELOPMENT/ RE -DEVELOPMENT OF HOUSING 

SCHEMES OF MHADA 
1 For redevelopment of any existing housing scheme ofMHADA, undertaken by the MHADA 

departmentally or jointly with societies /occupiers of buildings or housing societies/ occupiers 
of building or by lessees ofMHADA or by developer, the FSI shall be as under. 
a ) Total permissible FSI shall be maximum 4 .00 on gross plot area . 
b ) The incentive FSI admissible against the FSI required for rehab shall be as under: 
i) In congested area, for the area upto 4000 sq. m ., the incentive FSI admissible will be 

50 percent. 
ii ) In congested area , for the area above 4000 sq .m ., the incentive FSI admissible will be 

60 percent 
iii ) In outside congested area, for the area upto 4000 sq.m ., the incentive FSI admissible 

will be 60 percent. 
iv ) In outside congested area , for the area above 4000 sq .m ., the incentive FSI will be 75 

percent. 
c ) Difference between 4 .00 FSI and the FSI required for rehab + incentive” shall be shared 

between MHADA and Occupiers Society / developer in the ratio of 2 :1 
d ) In the scheme, for the land allotted for societies of MIG and HIG and developed plot 

allotted individually to MIG and HIG group, the permissible FSI shall be as per prevailing 

Development Control and Promotion Regulations 
2 In case of grant of NOC with additional permissible built- up area outside congested area over 

and above the permissible FSI as per sanctioned DCR prevailing at the time of allotment by 
MHADA for the purpose of undertaking Redevelopment / Utilisation , MHADA shall charge 

premium at the rate decided by Government in Housing Department from time to time. 
3 For the purpose of calculating the FSI, the entire area of the layout including development plan 

roads and internal roads but excluding the land under the reservation of public amenities shall 
be considered . Sub -division of plots will be permissible on the basis of compulsory 
recreational open space as in these Regulations . For low cost Housing Schemes of MHADA 

for EWS , LIG categories , the Regulations in the Schedule below shall apply . 
4 For the purpose of this Regulation , the carpet areas for EWS, LIG or MIG tenements shall be 

as determined by the Government from time to time. 
5 For the offsite infrastructure , MHADA shall pay to the Municipal Corporation 12. 5 percent of 

the charges collected by MHADA for the grant of additional FSI ( FSI over and above the 

normally permissible FSI) for the Redevelopment Schemes 
6 In any Redevelopment Scheme where the Co -operative Housing Society / Developer 

appointed by the Co -operative Housing Society has obtained No Objection Certificate from 
the MHADA thereby sanctioning additional balance FSI with a consent of 70 percent of its 
members and where such NOC holder has made provision for alternative accommodation in 
the proposed building ( including transit accommodation ) then it shall be obligatory for all the 
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occupiers/ members to participate in the Redevelopment Scheme and vacate the existing 
tenements , for the purpose of redevelopment. In case of failure to vacate the existing 
tenements the provisions of Section 95 - A of the MHADA Act mutatis mutandis shall apply for 

the purpose of getting the tenements vacated from the non - cooperative members 
7. A corpus fund , as may be decided by MHADA, shall be created by the Developer which will 

remain with societies for its maintenance . 
8 SCHEDULE 

The following provisions shall be applicable only for Low Cost Housing Schemes i.e. 
Economically Weaker Sections and Low Income Group Housing Schemes only undertaken by 

Maharashtra Housing & Area Development Authority (MHADA ) 
8. 1 . Minimum Plot Size : 
(a ) In the case of a growing house for EWS and LIG category a plot of 25 sq. m ., a room of 

minimum size of 5 .57 sq .m . (60 sq . ft.) with toilet arrangement in the first phase shall be 
permitted . In the second phase, one room of 9 .30 sq .m . ( 100 sq. ft.) may be allowed to be 
added . However , commencement and occupation certificates shall be granted initially to 

the first phase only and subsequent certificates for second phase issued as required . 
(b ) Multi-purpose rooms:- A multi- purpose room shall be allowed with size upto 12.5 sq.m . 

with a minimum width of 2 . 4 m . 
(c ) Cooking space (alcove ):- Provision of separate kitchen shall not be necessary . However , 

cooking space shall be allowed with a minimum size of 2 .4 sq .m . with minimum width of 

1 .2m . 
(d ) Combined toilet:- A combined toilet shall be permitted for more than one tenement with 

a minimum area of 1. 85 sq . m . with minimum width of one meter . 
( e ) Height:- The average height for a habitable room with sloping roof shall be minimum 

2 .5 m . with minimum height of 2 m . at the eaves . In the case of a flat roof, minimum clear 
height shall be 2.6 m . for a habitable room . Kitchen areas shall have minimum clear 
height/average height of 2 . 4 m . and bath and water closet (without loft ) shall have a clear 

minimum height of 2. 2 m . 
(f ) Plinth :- The minimum plinth height shall be 30 cm . and in areas subject to flooding the 

plinth shallbe higher than the high flood level . 
8 .2 . External walls:- 115 mm , thick external brick wall without plaster shall be permitted 
8 . 3 . Staircases :- Single flight staircases without landing between the two floors shall be permitted . 
8 .4 . Front marginal distance :- The front marginal distance from roads having width of 9. 14 m . 

and below shall be a minimum of 1.5 m for buildings with height of upto 10 m . 
8 .5 . Marginal Distance ( side and rear): - The distance between two ground floor structures shall 

be of a minimum of 4.5 m for purpose of light and ventilation of habitable rooms. In case of 
toilets deriving light and ventilation from open space , the distance between the two ground 

floor structures shall be a minimum of 1.5 m . 
8 . 6 . Pathways : 

The widths of pathways shall be as follows: 
(i) 1. 5 m . width of pathways upto 20 m . in length ; 
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(ii) 2 .0 m . width for pathways upto 30 m . in length ; 
(iii ) 2. 5 m . width for pathways upto 40 m . in length ; 

(iv) 3.0 m . width for pathways upto 50 m . in length 
8 .7 . Flushing cistern :- In water closets, flushing cistern shall not be essential and toilets without 

this provision may be permitted 
8 .8 . Water closet pan size :- The water closet seat shall be of a minimum of 0 . 46 m . ( 18 inches ) in 

length . 
8 . 9 . Septic tank and leaching pits (soak pits ):- A septic tank shall be provided with capacity of 

141.6 liters (five cubic feet ) per capita . Where the municipal services are likely to be available 
within four to five years or so, pour flush water seal latrines (NEERI type ) shall be permitted 
where the municipal sewerage system is not available and the water table in the area is not 

high . 
8 . 10 Convenience shopping - Convenience Shopping as defined in these Regulations shall be 

permitted along layout roads with width of 12. 2 m . to 18 .49 m . provided that a minimum set 

back of 1.5m and a minimum plot area of 25 . 2 sq .m is available and is provided. 
8 . 11. Recreation Ground :- In the layouts , provision for recreation ground shall be on the lines 

prescribed in these Regulations 
8. 12 . Ancillary structures:- Ancillary structures such as underground tank , overhead tank , 

substations etc . shall be permissible in the compulsory recreation open space subject to the 

condition that not more than 10 percent of such space shall be utilised for such purposes . 
8 .13 . Other provisions of these regulations shall continue to be applicable for such schemes. 


- - - * * * - 
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SanitationRequirements-OfficeBuildings 


Fixtures 


Sr.No. 


PublicToiletsMale 

Female(3) 

(4) 


StaffToilets 

Female 


| 


Male 


(1) 


(2) 


(5) 


(6) 


ExecutiveRoomsandConferenceHallsinOfficeBuildingsToiletsuitecomprisingoneWC,onewashbasin(withoptionalshowerstallifbuildingisusedroundtheclockatuser soption)Pantryoptionalasperuserrequirement 


UnitcouldbecommonforMaleForindividualofficerrooms|Femaleorseparatedependingonthenumberofuserofeachfacility 


ii) 


MainOfficeToiletsforStaffandVisitors 


1per25 


1per15 


a)Water-closetb)Ablutiontapwitheach 


water-closet 


c)Urinals 


Nilupto61 
for 
7 
- 
202for21-453for46-704for71-100 


1per151per251ineachwater-closet 

Nilupto61for7-202for21-453for46-704for71-100 


101-200 


Add@3%for101-200Add@2.5%Over200 


Over200 


d)Washbasins 


1per25 


1per25 


1 
per 
25 


1 
per 
25 


e 
) 
Drinking 
water 
fountain 


1 
per 
100 


1per100 


1per100 


1per1001perfloor 


f)Cleaner ssink 
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iii) 


SanitationRequirements–FactoriesSr. Fixtures Offices/Visitors 

WorkersNo. 

Male 

Female Male 

Female(1)(2) 

(3) 

(4)(5) 

(6)i)Water-closets 

1 
for 
up 
to 
25 

1 
for 
up 
to 
15 

1forupto15|1forupto12(Workers&Staff) 

2for16-35 

2for16-25 

2for16-35 2for13-253 
for 
36 
- 
65 

3for26-40 
3 
for 
36 
- 
65 

3 
for 
26 
- 
404for66-100 

4for41-57 

4for66-100 4for41-575for58-77 

5for58-776for78-100 

6 
for 
78 
- 
100For 
persons 
101 
-200 
add 

|3% 

5%|3% 

5%Forpersonsover200add 

2.5% 

4%2.5% 

4%Ablutiontap 

1ineachWC 

1ineachWC|1ineachWC1ineachWCUrinalsNilupto6 

Nilupto61for7-20 

1for7-202for21-45 

2for21-453for46-70 

3 
for 
46 
- 
704for71-100 

4 
for 
71 
- 
100Forpersons101-200add3% 

3%For 
persons 
over 
200 
add 2.5% 

2.5%Washbasins 

1per25orpartthereof1per25orpart1per25orpart1per25orpartthereofWashbasinsinrowsortroughsand 

thereof 

thereoftaps 
spaced 
750 
mm 
c 
/ 
cDrinkingwaterfountain 

1perevery100orpartthereofwithminimum1perevery100orpartthereofwithminimumoneone 
on 
each 
floor 

oneachfloorvi)Cleaner ssink 

1oneachfloor 

1oneachfloor|1oneachfloorloneachfloorShowers/Bathingrooms 

Aspertraderequirementsviii)Emergencyshowerandeyewash 

1pereveryshopfloorper500personsfountainNOTE-Forfactoriesrequiringworkerstobeengagedindirtyanddangerousoperationsorrequiringthemtobeingextremelycleanandsanitizedconditionsadditionalandseparate(ifrequiredso)toiletfacilitiesandifrequiredbyapplicableIndustrialandSafetyLawsandtheFactoriesActmustbeprovidedinconsultationwiththeuser. 


vii 
) 
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SanitationRequirements-Cinema,MultiplexCinema,ConcertsandConventionHalls,Theatres 


Sr.No. 


Fixtures 


Public 


Staff 


Male 


Female 


Male 


Female 


(1) 


(2) 


(3) 


(4) 


( 
6 
) 


Water-closets 


1per100upto400Over400,addat1per250orpart 
thereof 


3 
per 
100 
up 
to 
200Over200,addat2per100orpartthereof 


(5)1forupto152for16-35 


1forupto122for13-25 


ii 
) 


1ineachwater-closet 


1ineachwater-closet 


AblutiontapUrinals 


1ineachwater-closet 
1 
per 
25 
or 
part 
thereof 


iii) 


1ineachwater-closetNilupto61for7-202for21-45 


iv) 


Washbasins 


1per200orpartthereof 


1forupto152for16-35 


1forupto122for13-25 


Drinkingwaterfountain 


1per100personsorpartthereof 


vi) 


Cleaner’ssink 


1perfloor 


vii) 


Showers/Bathingrooms 


Aspertraderequirements 


NOTES- 


1)SomeWC smaybeEuropeanstyleifdesired2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third. 
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APPENDIXM-4SanitationRequirements-ArtGalleries,LibrariesandMuseums 


Sr. 


Fixtures 


Public 


Staff 


No. 


Male 


(1)i) 


(2)Water-closets 


(3)1per200upto400 


Female 

(4)1per100upto200 


Male 

(5)1forupto15 


Female 

(6)1forupto12 


2for13-25 


Over400addat1perOver200addat1per150or2for16-35250orpartthereof 
part 
thereof 


ii)AblutiontapOneineachwater-closetOneineachwater-closet Oneineachwater-closetOneineachwater-closet 

1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater 

closetsandurinalsiii)Urinals1per50 

Nilupto61per7-20 

2 
per 
21 
- 
45iv)Washbasins1forevery200orpart1forevery200orpart1forupto15 

1forupto12thereof.Forover400,thereof.Forover200,addat|2for16-35 

2for13-25addatlper250persons1per150personsorpartor 
part 
thereof 

thereofDrinkingwater1per100personsorpartthereof 

fountainvi) Cleaner ssink1perfloor,Minvii) Showers/BathingAspertraderequirements 

roomsNOTES-1)SomeWC smaybeEuropeanstyleifdesired. 

2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third. 
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SanitationRequirements-HospitalswithIndoorPatientWards 


Sr.Fixtures PatientToilets 

StaffToiletsNo. 

MaleFemaleMale 

Female(1)(2) 

(3 
) ( 
4 
) 

(6)i) ToiletsuitecomprisingoneWCandPrivateroomwithupto4patientsForindividualdoctor s/officer srooms 

onewashbasinandshowerstallForGeneralWards,HospitalStaffandVisitorsii)Water-closets 1per8bedsor1per8bedsorpart1forupto15 

1 
for 
up 
to 
12partthereofthereof 

2for16-35 

2for13-25iii)Ablutiontap 1ineachWC1ineachWC|1ineachWC 

1ineachWC1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthe 

vicinityofwater-closetsandurinalsiv)Urinals 1per30beds 

Nilupto61 
for 
7 
to 
20 

2for21-45v 
) 
Washbasins2forevery30bedsorpartthereof.Add11forupto15 

1forupto12peradditional30bedsorpartthereof2for16-35 

2 
for 
13 
- 
25vi)Drinkingwaterfountain1perward 

1per100personsorpartthereofvii)Cleaner ssink 

1perwardviii)Bedpansink 

1perwardix)Kitchensink 

1perward1)SomeWC smaybeEuropeanstyleifdesired.2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third.3)Provisionforadditionalandspecialhospitalfittingswhererequiredshallbemade. 


NOTES- 


महाराष्ट्रशासनराजपत्र,भागएक--पुणेविभागीयपुरवणी,गुरुवारतेबुधवारडिसेंबर२४-३०,२०१५/पौष३-९,शके१९३७ 


१९५ 


APPENDIXM-6 


SanitationRequirements-Hospitals-OutdoorPatientDepartment 


Fixtures 


PatientToilets 


StaffToilets 


Sr.No. 


Male 


Female 


Male 


Female 


(1) 


( 
2 
) 


( 
4 
) 


(5) 


(6) 


i) 


(3)ToiletsuitecomprisingoneWCandForupto4patientsonewashbasin( 
with 
optionalshowerstallifbuildingusedfor24h) 


Forindividualdoctor s/officer srooms 


Water-closets 


lper100personsorpart2per100personsorpart1forupto15thereof 
thereof 

2for16-351ineachWC1ineachWC 

1ineachWC 


1forupto122for13-251ineachWC 


iii)|Ablutiontap 


1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closetsandurinals 


iv) 


Urinals 


1per50personsorpart|- 

Nilupto6thereof 

1 
per 
7 
to 
20 

2per21-45lper100personsorpart2per100personsorpart1forupto15 1forupto12thereofthereof 

2 
for16 
- 
35 

2for13-251per500personsorpartthereof 

1per100personsorpartthereof 


V) 


Washbasins 


vi) 


Drinkingwaterfountain 


notes-1)SomeWC smaybeEuropeanstyleifdesired. 

2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third.3)Provisionforadditionalandspecialhospitalfittingswhererequiredshallbemade. 
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SanitationRequirements-Hospitals’AdministrativeBuildings 


Sr.No. 


Fixtures 


StaffToilets 


Male 


Female 


(1) 


(2) 


(3) 


ToiletsuitecomprisingoneWCForindividualdoctor s/officer sroomsand 
one 
washbasin 
( 
withoptionalshowerstallifbuildingusedfor24h) 


ii) 


Water-closets 


iii) 


Ablutiontap 


iv) 


Urinals 


1per25personsorpartthereof1per15personsorpartthereofOneineachwater-closet 

Oneineachwater-closet1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closetsandurinalsNilupto61 
per 
7 
to 
202per21-451per25personsorpartthereoflper25personsorpartthereof 
1 
per 
100 
persons 
or 
part 
thereof1perfloor,Min1perfloor,Min 


Washbasins 


V)vi)vii)viii) 


Drinking 
water 
fountainCleaner ssinkKitchensink 


Note-SomeWC’smaybeEuropeanstyleifdesired. 
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SanitationRequirements-Hospitals StaffQuartersandNursesHomes 


Sr.No. 


Fixtures 


(1) 


(2) 


i) 


Water-closets 


StaffQuarters 

NursesHomesMale FemaleMale 

Female(3)(4)(5) 

(6)1per4personsorpartthereoflper4personsorpart1per4personsorpartthereof1per4personsorpartthereof 

thereof2for16-35 

2for16-35Oneineachwater-closetOneineachwater-closetOneineachwater-closet Oneineachwater-closet1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwaterclosetsandurinals 


ii) 


Ablutiontap 


iii) 


Washbasins 


1per8personsorpartthereof 


1per8personsorpartthereof 


iv) 


Bath(Showers) 


1per4personsorpartthereof 


1per4personsorpartthereof 


1per100personsorpartthereof,minimum1perfloor 


Drinkingwater1per100personsorpartfountain thereof,minimum1per 

floorCleaner ssink1perFloor 


vi) 


1perFloor 


NOTES-1)SomeWC smaybeEuropeanstyleifdesired. 

2)Forindependenthousingunitsfixturesshallbeprovidedasforresidences. 
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Sr.No. 


APPENDIXM-9 

SanitationRequirements-HotelsFixtures 

PublicRoomsMale 

Female(2) 

(3)ToiletsuitecomprisingIndividualguestroomswithattachedtoiletsoneWC,washbasinwithshowerorabathtub 


Non-ResidentialStaffMale 

Female(5) 


(1)i) 


GuestRoomswithCommonFacilities 


ii) 


Water-closets 


1per100personsupto400Over400addat1per250orpartthereof 


2per100personsupto2001forupto15Over200addat1per100or2for16-35part 
thereof 

3for36-654for66-100 


1forupto122for13-253for26-404for41-575for58-776for78-100 


iii) 


Ablutiontap 


1 
in 
each 
WC 


1ineachWC 


1ineachWC 


1ineachWC 


1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwaterclosetsandurinals 


iv) 


Urinals 


1per50personsorpartNil,upto6personsthereof 

1for7-20persons2for21-45persons3for46-70persons4for71-100persons 


Nilupto61for7to202for21-453for46-704for71-100 
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V) 


Washbasins 


1 
per 
WC 
/ 
Urinal 


1perWC 


1forupto152for16-353for36-654for66-100 


1forupto122for13-253for26-404for41-57 


vi) 


Bath(Showers) 


1per10personsorpartthereof 


vii) 


Cleaner ssink 


1per30rooms,minimum1perfloor 


viii)Kitchensink 


1perkitchen 


NOTES1)SomeWC smaybeEuropeanstyleifdesired.2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third. 

3)Provisionforadditionalandspecialhospitalfittingswhererequiredshallbemade. 


200 


महाराष्ट्रशासनराजपत्र,भागएक--पुणेविभागीयपुरवणी,गुरुवारतेबुधवारडिसेंबर२४-३०,२०१५/पौष३-९,शके१९३७ 


Fixtures 


Sr.No.(1) 


APPENDIXM-10SanitationRequirements–Restaurants 

PublicRoomsMaleFemale 

Male(3)1per50seatsupto200 2per50seatsupto2001forupto15Over200addat1per100Over200addat1per100|2for16-35orpartthereoforpartthereof 

3for36-654for66-100 


(2)Water-closets 


Non-ResidentialStaff 

Female 

(6)1forupto122for13-253for26-404for41-575 
for 
58 
- 
776for78-100 


ii) 


iii) 


- 
- 
- 
- 


Ablutiontap1ineachWC 

1ineachWC1ineachWC 

1ineachWC1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closets 

andurinals.Urinals 1per50personsorpart 

Nilupto6thereof 

1for7-202for21-453 
for 
46 
- 
70 

4 
for 
71 
- 
100Washbasins1perWC 

1perWC1perWC 

1perWCCleaner ssink|1perrestaurantKitchenSink1perkitchen/Dishwasher 


iv) 


NOTES:1)SomeWC smaybeEuropeanstyleifdesired. 

2)Malepopulationmaybeassumedastwo-thirdandfemalepopulationasone-third.3)Provisionforadditionalandspecialfittingswhererequiredshallbemade. 
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Fixtures 


Sr.No. 


(3) 


(7) 


(1)i) 


(2)Water-closets 


ii) 


Ablutiontap 


APPENDIXM-11SanitationRequirements–SchoolsandEducationalInstitutionsNurserySchoolNon-Residential 

ResidentialBoysGirlsBoys 

Girls 

(6)1per15pupilsorpart1for40pupilsorpart1per25pupilsorpart1per8pupilsorpart1per6pupilsorpartthereofthereof 
thereof 
thereof 

thereof1ineachWC1ineachWC 1ineachWC1ineachWC 

1ineachWC1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closetsandurinals.1per20pupilsorpart 

1per25pupilsorpartthereof 

thereof1per15pupilsorpart1per60pupilsorpart1per40pupilsorpart1per8pupilsorpart 1per6pupilsorpartthereof 
thereof 
thereofthereof 

thereof1per40pupilsorpart---- 

1per8pupilsorpart1per6pupilsorpart 
thereof 

thereof 

thereof1per50pupilsorpart1per50pupilsorpart1per50pupilsorpart1per50pupilsorpart1per50pupilsorpartthereofthereofthereofthereof 

thereof 


iii) 


Urinals 


iv) 


Washbasins 


v)|Bath/Showers 


vi 
) 


Drinkingwaterfountainor 


taps 


vi 
) 


Cleaner sSink 


1perfloor 


NOTES: 


1)SomeWC smaybeEuropeanstyleifdesired.2)Forteachingstaff,thescheduleoffixturestobeprovidedshallbethesameasincaseofoffice 

building 
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SanitationRequirements-Hostels 


Fixtures 


Sr.No.(1) 


( 
2 
) 


(7) 


Water 
- 
closet 


ii) 


Ablutiontap 


ResidentNon-Resident 

Visitor/CommonRoomsMale FemaleMale FemaleMale 

Female(3) 

(5)(6) 

(8)11 
per 
8 
or 
part|1per6orpart1 
for 
upto15 |1forupto121per100upto400|1per200upto200thereofthereof2for16-352for13-25 

Over400 

Over2003for36-653for26-40 addat1per250addat1per1004for66-100 
4 
for 
41 
- 
57 

5for58-77 

6for78-1001ineachWC1ineachWC1ineachWC1ineachWC1ineachWC1ineachWC1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closetsandurinals.1per25orpart---- Nilupto6 

1per50orpart ----thereof 

1for7-20 

thereof2for21-453for46-70 

4for71-1001per8personsor1per6personsor----partthereofpartthereof|1per8personsor1per6personsorpartthereof 
part 
thereof1perfloor 


iii) 


Urinals 


iv 
) 


| 
Washbasins 


Bath/Showers 


vi) 


Cleaner sSink 


NOTE:SomeWC smaybeEuropeanstyleifdesired. 


महाराष्ट्रशासनराजपत्र,भागएक--पुणेविभागीयपुरवणी,गुरुवारतेबुधवारडिसेंबर२४-३०,२०१५/पौष३-९,शके१९३७ 


२०३ 


APPENDIXM-13 


SanitationRequirements–MercantileBuildings,CommercialComplexes,ShoppingMalls,Fruit&VegetableMarkets 


Sr 
. 


No. 


(3) 


(4) 


(6) 


(1)1) 


|ii) 


FixturesShopOwners 

CommonToiletsinMarket/MallBuildingPublicToiletforFloatingPopulationMaleFemaleMaleFemale 

Male 

Female(2) 

(5) 

(7) 

(8)Water-closets|1per8personsorpartthereof 1forupto151forupto12 

1per50 

1per502for16-352for13-25 

(Minimum2)(Minimum2)3for36-65 

3for26-404for66-100 4for41-57 

5for58-77 

6for78-100Ablutiontap1ineachWC1ineachWC|1ineachWC1ineachWC 

|1ineachWC 1ineachWC1watertapwithdrainingarrangementsshallbeprovidedinreceiving/saleareaofeachshopandforevery50personsor 

partthereofinthevicinityofwater-closetsandurinals.Urinals 

Nilupto6 

1per501for7-202for21-453for46-70 

4for71-100|Washbasins|1per8personsorpartthereof 1forupto15 1forupto12 

2 
for 
16 
- 
35 

2 
for 
13 
- 
253for36-65 

3for26-40 

4for66-1004for41-57Bath/Showers1per8persons1per6persons---- 

1per50persons1per50personsorpartthereoforpartthereof 


iii) 


iv) 


V) 


NOTES:1)Toiletfacilitiesforindividualbuildingsinamarketshouldbetakensameasthatforofficebuildings. 

2)Commontoiletsinthemarketbuildingsprovidefacilitiesforpersonsworkinginshopsandtheirregularvisitors. 
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APPENDIXM-14SanitationRequirements–AirportsandRailwayStations 


Fixtures 


Sr.No. 


TerminalRailwayandBusStations 


DomesticandInternationalAirports 


JunctionStations,Intermediate 

StationsandBusStationsMale 

Female(3) 


Male 


Female 


Male 


Female 


( 
2 
) 


(4) 


(5) 


(6) 


(7) 


i) 


Water-closet 


2 


3forupto1000Add1peradditional1000orpartthereof 


4forupto1000Add1peradditional1000orpartthereof 


4forupto10005forupto1000Add1perAdd1peradditional1000oradditional1000orpartthereofpartthereof 


Minimumfor200For400For600For800 
For 
1000 


MinimumFor200For400For600 
For 
800For1000 


22912 
1618 


18 


ii)|Ablutiontap 


|1ineachWC 


1ineachWC 


1ineachWC 


1ineachWC 


1ineachWC 


1ineachWC 


1watertapwithdrainingarrangementsshallbeprovidedforevery50personsorpartthereofinthevicinityofwater-closetsandurinals. 


iii)|Urinals 


4forupto1000Add1peradditional 
1000 


6forupto1000Add1peradditional1000 


1per40orpartthereof 


iv) 


Washbasins 


1 
per 
WC 
/Urinal 


1 
per 
WC 


1perWC/Urinal1perWC 


1perWC/Urinal 


1perWC 


Bath/Showers 


2per1000 


3per1000 


4per1000 


vi 
) 


2per1000orpartthereof 


3per1000orpartthereof 


4per1000orpartthereof 


Drinkingwaterfountainortaps(incommonlobbyformale/female) 


vil)|Cleaner 
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1pertoilet 

1 
per 
toiletcompartment 
| 
compartment 
withcompartmentwithcompartmentwithwith3WC s|3WC s 

3WC s 

3WC sviii)Toiletfor 
1 
per 
40001per4000 

1per4000 

1per4000Disabled 


1pertoiletcompartment 
with3WC s1per4000(Minimum1) 


1pertoiletcompartment 
with 
3WC s1per4000(Minimum1) 


NOTES: 


1)SomeWC smaybeEuropeanstyleifdesired.2)Malepopulationmaybeassumedasthree-fifthandfemalepopulationastwo-fifth.3)Separateprovisionshallbemadeforstaffandworkers. 
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APPENDIX - N 

PROVISIONS FOR BARRIER FREE ACCESS 
Provisions for Barrier Free access in buildings for differently abled persons shall be as 

given below 


1 Definitions 


1.1 Non -ambulatory Disabilities : - Impairments that, regardless of cause or 

manifestation , for all practical purposes , confine individuals to wheelchairs . 


1.2 Semi - ambulatory Disabilities: - Impairments that cause individuals to walk with 

difficulty or insecurity, individuals using braces or crutches, amputees , arthritics, 
spastics , and those with pulmonary and cardiac ills may be semi-ambulatory . 


1.3 Hearing Disabilities:- Deafness or hearing handicaps that might make an individual 

insecure in public areas because he is unable to communicate or hear warning signals . 


1 . 4 Sight Disabilities : - Total blindness or impairments , which affect sight to the extent 

that the individual, functioning in public areas, is insecure or exposed to danger . 


1.5 Wheel Chair : - Chair used by disabled people for mobility . The standard size of wheel 

chair shall be taken as 1050 mm x 750 mm . 


2 Scope :- These regulations are applicable to all buildings and facilities used by the public 

such as educational, institutional, assembly , commercial, business , mercantile buildings 
constructed on plot having an area of more than 2000 sq . m . It does not apply to private 

and public residences . 
3 Site development:-Level of the roads, access paths and parking areas shall be described in 

the plan along with specification of the materials. 
3 .1 Access Path / Walk Way: - Access path from plot entry and surface parking to building 

entrance shall be minimum 1800 mm wide having even surface without any steps. Slope , 
if any, shall not have gradient greater than 5 % . Selection of floor material shall be made 
suitably to attract or to guide visually impaired persons (limited to coloured floor material 
whose colour and brightness is conspicuously different from that of the surrounding floor 
material or the material that emits different sound to guide visually impaired persons ; 
hereinafter referred to as “ guiding floor material ” ) . Finishes shall have a non -slip surface 
with a texture traversable by a wheel chair . Curbs wherever provided should blend to a 

common level . 
3 .2 Parking : For parking of vehicles of differently abled people , the following provisions 

shall be made 
i) Surface parking for two car spaces shall be provided near entrance, with maximum 

travel distance of 30 .0 m . from building entrance . 

The width of parking bay shall be minimum 3. 6 meter . 
iii ) The information stating that the space is reserved for wheel chair users shall be 

conspicuously displayed . 
Guiding floor materials shall be provided or a device , which guides visually impaired 
persons with audible signals, or other devices, which serves the same purpose, shall 
be provided . 
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4 Building requirements 

The specified facilities for the buildings for differently abled persons shall be as follows : 
i) Approach to plinth level 
ii) Corridor connecting the entrance/exit for the differently abled . 
iii) Stair -ways 
iv ) Lift 
v ) Toilet 
vi ) Drinking Water 


4 . 1 Approach to plinth level - Every building should have at least one entrance accessible to 

the differently abled and shall be indicated by proper signage. This entrance shall be 

approached through a ramp together with the stepped entry . 
4.1.1 Ramped Approach - Ramp shall be finished with non -slip material to enter the building. 

Minimum width of ramp shall be 1800 mm with maximum gradient 1 : 12 . Length of ramp 
shall not exceed 9 .0 meter having 800 mm high hand rail on both sides extending 300 mm 
beyond top and bottom of the ramp. Minimum gap from the adjacent wall to the hand rail 

shall be 50 mm . 
4.1 .2 Stepped Approach : - For stepped approach size of tread shall not be less than 300 mm and 

maximum riser shall be 150 mm . Provision of 800 mm high hand rail on both sides of the 

stepped approach similar to the ramped approach . 
4 . 1. 3 Exit/ Entrance Door :- Minimum & clear opening of the entrance door shall be 900 mm 

and it shall not be provided with a step that obstructs the passage of a wheel chair user. 

Threshold shall not be raised more than 12mm . 
4.1.4 Entrance Landing :- Entrance landing shall be provided adjacent to ramp with the 

minimum dimension 1800 mm x 2000 mm . The entrance landing that adjoins the top end 
of a slope shall be provided with floor materials to attract the attention of visually impaired 
persons ( limited to coloured floor material whose colour and brightness is conspicuously 
different from that of the surrounding floor material or the material that emits different 
sound to guide visually impaired persons hereinafter referred to as “ guiding floor 
material” ). Finishes shall have a non - slip surface with a texture traversable by a wheel 

chair . Curbs wherever provided should blend to a common level. 
4 .2 Corridor connecting the entrance / exit for the differently abled : The corridor 

connecting the entrance / exit for differently abled , leading directly outdoors to a place 
where information concerning the overall use of the specified building can be provided to 
visually impaired persons either by a person or by signs, shall be provided as follows : 


a ) Guiding floor materials shall be provided or device that emits sound to guide visually 

impaired persons. 


b ) The minimum width shall be 1500 mm . 


c ) In case there is a difference of level , slope ways shall be provided with a slope of 1:12. 


d ) Hand rails shall be provided for ramps/ slope ways. 


4. 3 


Stair-ways - One of the stair -ways near the entrance / exit for the differently abled shall 
have the following provisions: 


a ) The minimum width shall be 1350 mm . 
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b ) Height of the riser shall not be more than 150 mm and width of the tread 300 mm . The 

steps shall nothave abrupt (square ) nosing. 
c) Maximum number of risers on a flight shall be limited to 12 . 
d ) Hand rails shall be provided on both sides and shall extend 300 mm on the top and 

bottom of each flight of steps. 


4 . 4 


Lif 


Lifts -Wherever lift is required as per regulations, provision of at least one lift shall be 
made for the wheel chair user with the following cage dimensions of lift recommended for 
passenger lift of 13 person capacity of Bureau of Indian Standards. 


Clear internal width 


1100 mm 


Clear internal width 


2000 mm 


Entrance door width 


900 mm 


a) A hand rail not less than 600 mm long at 1000 mm above floor level shall be fixed 

adjacent to the control panel . 
b ) The lift lobby shall be of an inside measurement of 1800 mm x 1800 mm or more. 
c) The time of an automatically closing door should be minimum 5 seconds and the 

closing speed should not exceed 0.25 m / sec. 
d ) The interior of the cage shall be provided with a device that audibly indicates the floor, 

the cage has reached indicates that the door of the cage of entrance/exit is either open or 
closed . 


4.5 


Toilets - One special W . C . in a set of toilets shall be provided for the use of differently 
abled with essential provision of washbasin near the entrance for them . 
a ) The minimum size shall be 1500 mm x 1750 mm . 
b ) Minimum clear opening of the door shall be 900 mm and the door shall swing out. 
c ) Suitable arrangement of vertical/horizontal handrails with 50 mm clearance from wall 

shall be made in the toilet . 
d ) The W .C . seat shall be 500 mm from the floor. 


4 .6 Drinking Water :-Suitable provision of drinking water shall be made for the differently 

abled near the special toilet provided for them . 


4 .7 


Designing for Children - In the buildings meant for the pre -dominant use of the children , it 
will be necessary to suitably alter the height of the handrail and other fittings & fixtures , 
etc . 
Explanatory notes: 
Guiding / Warning Floor Material: 
The floor material to guide or to warn the visually impaired persons with a change of 
colour or material with conspicuously different texture and easily distinguishable from the 
rest of the surrounding floor materials is called guiding or warning floor material. The 
material with different texture gives audible signals with sensory warning when a person 
moves on this surface with walking stick . The guiding /warning floor material is meant to 
give the directional effect or warn a person at critical places . This floor material shall be 
provided in the following areas : 
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a ) The access path to the building and to the parking area . 
b ) The landing lobby towards the information board , reception , lifts, staircases and toilets . 
c ) Immediately at the beginning/end of walkway where there is a vehicular traffic . 
d ) At the location abruptly changing in level or beginning/ end of a ramp. 
e) Immediately in front of an entrance/ exit and the landing. 


Proper signage : 
Appropriate identification of specific facilities within a building for the differently abled 
persons should be done with proper signals . Visually impaired persons make use of other 
senses such as hearing and touch to compensate for the lack of vision , whereas visual 
signals benefit those with hearing disabilities . 
Signs should be designed and located so that they are easily legible by using suitable letter 
size (not less than 20 mm high ). For visually impaired persons, information board in brail 
should be installed on the wall at a suitable height and it should be possible to approach 
them closely . To ensure safe walking , there should not be any protruding sign which 
creates obstruction in walking. Public Address System may also be provided in busy public 
areas . 
The symbols / information should be in contrasting colour and properly illuminated because 
people with limited vision may be able to differentiate amongst primary colours . 
International Symbol Mark for wheel chair be installed in a lift, toilet , staircase , parking 
areas, etc ., that have been provided for the differently abled . 


* * * 
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APPENDIX - O 
Heritage List 

Grade I 


Sr. No. Name of Property 

Location Description 
1 Agakhan Palace Complex 

Nagar Road , Yerawada 
2 Ahilyabai Holkar Ghat and Temple Near Sangam Bridge , approach from RTO end , 

RB Motilal Road 
3 Amruteshwar - Siddheshwar Temple Plot R . No . A /804 , OPP. Tilak bridge,Shaniwar 
Complex 

peth 
4 Baloba Munja Mandir 

Kasba Peth 
5 Belbaug Temple Complex and Garden 177 /178 Budhwar Peth , Belbaug Chowk near 

City post , Laxmi road 
6 Bhandarkar Oriental Research Inst Complex 812, Shivaji Nagar , Law College Road 
7 Bharat Itihaas Samshodhan Mandal 

1321 , Sadashiv peth , next to the Bharatnatya 

Mandir. 
8 Bhavani Mandir 

Bhavani Peth 
9 Botanical Survey of India 

7 , Koregaon Park 
10 Central Building Complex 

Finance Road (BJ Road ), Near Sassoon Hospital 
11 Central Post and Telegraph Office 

3 , Connaught road 
12 Chaturshringi Temple and Hill 

Senapati Bapat Road , Near Pune University 
13 City Post 

852 , Budhwar peth , LaxmiRoad 
14 College of Agriculture Complex 

Shivajinagar, Ganeshkhind Road 
15 College of Engineering Pune Complex RB Motilal Kennedy Road , Shivaji Nagar 
16 Council Hall 

Bund Garden Road , Cantonment Area 
17 Deccan College and campus 

Deccan college road , Yerawada 
18 Dhakta Sheikh Salla Dargah 

Sheikh Salla Dargah road , 1278 Kasaba Peth 
19 District and Sessions Court 

Shivajinagar , beyond the Mutha river between 
the Sangam railway bridge and the Shivaji 

Bridge 
20 Don Bosco Youth Centre 

4 , Koregaon Park Road 
21 Fergusson College Complex 

On the main F . C . Road 
22 Gokhale Hall 

570 Sadashiv Peth , Laxmi Road 
23 Gokhale Institute , Residence and Campus B . M . C . C . road , Deccan Gymkhana 
24 Hari Mandir ( Prarthana Samaj) 

441 Budhwar peth , Located near Pasodya 

Vithoba Mandir 
25 HarihareshwarMandir 

Shaniwar Peth 
26 Hirabaug Town Hall 

989 /1 Shukrawar Peth , Tilak Road 
27 Jangli Maharaj Samadhi Complex 

On Jangli Maharaj Road , Shivaji Nagar 
28 Jaykar Bungalow 

National Film Archive Of India , P . O . Box 

No.810 , Law College Rd 
29 Jehangir Bungalow (Garden Reach ) Old Bombay - Pune Road , Wakadewadi 
30 Kala Ram Mandir Complex 

59 Somwarpeth , Next to NageshwarMandir 
31 Karve Kutir 

M .K . S . S , Hingne 


en 
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32 Kasba Ganpati Mandir 


Shri Sadashiv Nerugavkar Chowk House No.1 , 
Kasaba Peth 
Katraj 


33 Katraj Dams and lakes ( upper and 

lower) + Uchhwas + Aquaduct 
34 Kesari ( Tilak ) Wada 
35 Khunya Murlidhar Temple Complex 
36 Kumbharves Dharan (Dam ) 
37 Lal Mahal (site ) 
38 Laxmaneshwar Mandir 
39 Mahatma Phule Mandai Complex 
40 Mahatma Phule Wada 
41 ModiGanpati Mandir 
42 Nagarkar Wada 
43 Nageshwar Temple Complex 
44 Nana Wada 
45 Ohel David Synagogue and Memorial 
46 Omkareshwar Temple Complex and Ghats 
47 Panch Haud Mission Complex 
48 Parsi Agyari 
49 Parvati hill and Shiva Temple Complex 

( incl Kartikeya and Vishnu Temples 

Complexes) 
50 Pataleshwar Caves 


568 , Narayan Peth , N C Kelkar Rd 
1236 , Sadashiv Peth 
Kasba Peth 
Ganesh Path , next to Shaniwar Peth 
Inside Lane Opp . Apollo theatre , Rastapeth 
92 , Shukrawar Peth 
Ganj Peth 
527, Narayan peth 
Tapkir galli, Budhwar peth 
260 , Somwar Peth 
597 Budhwar peth , Shivaji Road 
1/ 10 , Moledina Rd., Camp 
C .s.t. no . 233 Shaniwar peth 
4 , 5 and 265 /1 Guruwar peth 
613B Nana Peth 
Sahakar nagar 


51 Poonawala Bungalow (Hoshang Dalal) 
52 Prasannyeshwar Temple 


53 Pune Archives (Peshwe Daftar ) 
54 Pune Nagar Wachan Mandir 
55 Pune Railway Station 
56 Pune University Complex and Campus 
57 Pushtimarg Mandir 
58 Railway Technical Institute 
59 Raj Bhavan Complex 
60 RameshwarMandir Complex 


Jangli Maharaj Road , opp . Pashankar auto . 
Shivaji Nagar 
87 , Koregaon Park 
Opp Shahu udyan , opp . K .E .M hospital , Somwar 
peth 
12, Bund Garden Road , Opposite Council Hall 
181 , Budhwar peth 
Prince Aga Khan road 
Ganeshkhind road 
Near Daruwala pul,61 Raviwar peth 
Prince Aga Khan road , Opp Metro Hotel 
Aundh / Baner Road , near Pune University 
10, 11 Shukrawar Peth , near Mahatma Phule 
Mandai 
501- A3 , Rasta Peth , Near Apollo Theatre opp . 
Rupee co -op . Bank 
Swargate 
Sassoon road 
Near Kasaba Peth 
Jagtap Nagar , wanowarie , on the way to 
Hadapsar 
Shivaji Nagar, in front of Akashwani 
S .N . D . T . College Law college road 
Raviwar Peth 


61 Raste Wada Complex 


62 Sarasbaug Temple , Dharan & Bridge 
63 Sasoon Hospital 
64 Shaniwarwada 
65 Shinde Chatri and Complex 


66 Simla Office 
67 SNDT College Complex and Karve Jhopdi 
68 Someshwar Mandir 
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69 St Crispin s Church 
70 St. Mathew s Church 
71 St. Paul s Church 2 , 


72 Tambdi Jogeshwari Temple and Deepmaal 


10 /12 Karve Road , Erandwana, Nal Stop 
19, Ambedkar Road , Camp 
Church road near G .P. O . behind Old market, 
Camp 
Shri Tambdi Jogeshwari / Yogeshwari Trust , 
7233 ( A ) Budhwar Peth 
Shaniwar Peth , Near Shivaji Bridge 
On the banks of Nagzari , somwar peth 
177 /178 , Budhwar Peth 
Thorale Bajirao road Opp . Tulshibaug, Sadashiv 


73 Thorla Sheikh Salla Dargah and Campus 
74 Trishund Ganpati Mandir 
75 Tulshibaug Mandir Complex 
76 Vishrambaugwada 


peth 


77. Vitthalwadi Temple Complex and Ghat 


Near Vitthalwadi bus stop , Sinhagad road 


Grade II 
Sr .No. Name of Property 

| Location Description 
1 Agharkar Institute 

4 , Balchitravani- BMCC ROAD , near BMCC 

college 
2 Akra Maruti and Ram Mandir Complex 5 , Shukrawar Peth 
3 Aryabhushan Bhavan 

Fergusson college road 
4 Ashley House 

42 Sasoon Road , OPP. Wadia college 
5 Ashtabhuja Temple 

624 , Shaniwarpeth , Ashtabhuja Durgadevi 

Mandir Path 
6 | Aundh Shiv Mandir 

Off University - Aundh road , Near 

Vitthalmandir , Aundh 
7 AundhVitthalMandir 

Near Aundh Rajiv Gandhi bridge, Aundh 
8 B J Medical College and Hostels 

Sasoon Rd., Near Babasaheb Ambedkar Chowk 
9 BMCC 

845 , Shivajinagar, Betn Bhandarkar Rd and FC 

Road 
10 Bund Garden (Fritzgerald ) Bridge 

Bund Garden Road 
11 Chandraprabhu Maharaj Jain Mandir 110 , A , Guruwar Peth 
12 Commonwealth Building 

Branch no. 152,600 Sadashiv peth , Laxmi rd . 
13 Deshpande Church 

Near Pawle chowk, Kasbapeth 
14 Dulya Maruti 

Ganesh Peth 
15 Ganesh Temple, Ganeshkhind 

Ganeshkhind 
16 Ganpateshwar Mandir 

245, Shukrawar Peth 
17 GaokosMaruti Temple 

| Kasba Peth 
18 Ghorpade Ghat & Old Trimbakeshwar Shivajinagar 

| Temple 
19 Gundacha Ganapati 

Kasbapeth 
20 Harris Bridge 

Bridge going towards Deccan college , Dapodi 
21 HHCP Huzurpaga School Complex Near cosmos bank , sadashivpeth 
22 Holkar Bridge 

Khadki 
23 Holkar Chatri 

Khadki, Near Holkar Bridge 
24 Kedareshwar Mandir - 

near Kasba Ganpati Mandir , Kasbapeth , 
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25 | LakdiPul Vitthal Mandir 


26 Lakhere Maruti Mandir 
27 Laxmibai Raste Mandir 
28 | Mahadeo Mandir (next to Natuwada 

complex ) 
29 Mobo s Hotel 
30 Mrutyunjayeshwar Temple 
31 | Mujumdar Wada 
32 Nagnath Paar 
33 Naik Wada 
34 | Narpatgir Vishnu Mandir 
35 Narsimha LaxmiMandir 
36 Natu Wada and Temples 
37 Navin Marathi School Complex 
38 New English School 
39 NMV School 
40 Office of Controller of Defence Accounts 
41 Paar & Temple opp. Munjoba Bol 
42 Paar and Maruti Temple 
43 | Paar- Bhandi Ali 
44 PanchamukhiMaruti Mandir 
45 Parnakuti Bungalow and hill 
46 Pasodya Maruti Mandir 
47 Pasodya Vithoba Mandir 
48 Pavan Maruti Temple 
49 Phadake Ganpati Temple 
50 Photo Zinco Graphic Press 
51 Police Motor Vehicle Transport Office 
52 Poona Club 
53 Prabhat Studio Complex (Film Institute ) 
54 Ranade Institute 
55 Rokdoba Mandir Complex ( incl Ram 

Mandir ) 
56 SP College Complex 
57 Sambhaji Bridge (Lakdi Pul) 
58 Sangam Bridge 


Baburao Phuley path , Lokmanyanagar, 
SadashivPeth 
Rasta Peth 
Rastewada, Rasta Peth 
Plot R .No. A /804 , OPP . Tilak bridge, 
Shaniwarpeth 
21, Bund Garden road 
Karvenagar 4B /Pune 29, Kothrud , On Karve Rd . 
Kasbapeth 
SadashivPeth 
878 /879 Shukrawar peth , near Naik hospital. 
320 Somwar. Peth opp . Shahu Udyan 

1429 , Sadashiv Peth 
| 418 , Shaniwar peth 
342, Shaniwar peth , near Rajaram bridge 

Tilak Road , Opp . Sahitya Parishad 
| 21 , Budhwar Peth , Bajirao Rd. 
Gultekdi Path , near Golibar Maidan , Camp 
Narayan Peth 
Tambat Ali Road - Kasbapeth 
RaviwarPeth , Near Police Chowky 
Shukrawar Peth 
Yerawade Hill 
Raviwar Peth 
440 , Budhwar Peth 
Sadashiv Peth 
Sinhagad road , front of Sharada Math 
5 photo zinco press road , Near GPO 
Bremen Chowk, Aundh 
6 , Bund Garden Rd . 
| Law College Road 
Fergusson College road 
558 , Shivajinagar Gaothan 


59 Sangam Bungalow 
60 Shani Temple and Paar 
61 Shinde Paar 
62 Shitaladevi Paar 


Lokmanya Nagar , Sadashiv Peth 
| Tilak Road 
Wellesley Road or Bombay Poona road , near 
RTO 
Near Sangam Bridge 
- Sadashiv Peth 
Narayan Peth 
near Jogeshwari Temple , Budhwar Peth 
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63 Shivaji Bridge (Llyods Bridge ) 
64 Shri Ram Mandir 


65 SNDT College and Karve Jhopdi 
66 SNDT Kanyashala 
67 Someshwar Temple and Ghats 
68 Spicer Memorial College Complex 
69 SSPMS Highschool Complex & Shivaji 

Statue 
70 St Hellena s School Complex 


| Near Shaniwarwada 
behind Tilak Smarak, Sadashiv Peth , Off Tilak 
Rd , Behind Tilak Smarak 
Off Karve Rd., near Law College Rd . 
591, Narayan Peth 
Someshwarwadi, Baner - Pashan link rd 
Aundh road , Ganeshkhind 
Shivajinagar , near District Court and PMC main 
| building 

8 , Susie Sorabji Road , Opp Central Building 
| Complex , Near GPO 
10 , Sadhu VasvaniMarg, Near GPO 


71 St. Mira s Educational Complex & Sadhu 

| VasvaniMission 
72 | St. Ornella s School and Church Complex 
73 Succath Shaloma Synagogue 
74 | Tata Bungalow in TMTC 
75 Theosophical Lodge 
76 Umaji Naik Samadhi and Jail 
77 | UntadyaMaruti 
78 Veer Maruti and Paar 
79 Vetal Temple 
80 Vriddheshwar Temple and Ghats 
81 Wadia College Complex 
82 | Warad Gupchup Ganpati Mandir 
83 Yerawda Jail 


Quarter Gate, 433 Nana Peth 
| 93 , Rasta Peth 

42 Mangaldas Road , OPP . Wadia college 
| 918 , Ganeshwadi, Deccan Gymkhana 
Khadakmal Ali, Shahu Chowk , Shukrawar peth 
Rasta Peth 
Shaniwar Peth 
Guruwar Peth 
563 , Shivaji Nagar, Bhamburda 

19, V .K . Joag Path 
| 106 Shaniwar Peth 
Samrat Ashok Path , Phulenagar , Yerwada 


Sr .No. 


Grade III 
Sr.No. Name of Property 

| Anand Ashram 
Bhangya Maruti 
Bhikardas Maruti Mandir 
Cecilla Building 
Christ Prem Seva Sangh 
Dagdi Nagoba Temple 
Dashnam Gosavi Samstha Math and Temple 
Deccan Gymkhana Police Station 
Deojibaba Mathand Samadhi 
European Tombs 
Ganpati - Phadkewada 
Gosavipura Chatri- Ramji Gosavi Mandir 
Hotel Blue Nile 


12 


Name of Property 
All India Radio 
Bank of Maharashtra 
Bharatishwar Mahadeo Mandir 
Biniwale Wada 
Chaphekar Smarak 
Church of Holy Angels 
Dagdusheth Dutta Mandir 
Daulat House 
Deccan Gymkhana Post Office 
Diwan House 
Florence Bungalow 
Golden Rock House 
Government Polytechnic Old 
Building 


13 
15 
17 


14 
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28 


29 


31 


| 32 


37 


38 


39 


40 


42 


Hotel Milan 
Hotel Ritz 
| Jhanshichi Rani Kanyashala 
Joshi shriram Mandir, Kasba 
Kaka kuwa mansion 
Laxminarayan temple , Raviwarpeth 
LimbrajMaharaj temple 
MES Boys Highschool 
MurlidharMandir 
Nana Haud 
Navloba Complex 
Panchaleshwar Mandir 
Patrya Maruti Temple 
Pune District Central Co - op Bank Ltd 
Ram Bhuvan 


44 


46 


19 


50 


Hotel Homeland 
Hotel National 
Jageshwar temple 
Johari Mahadeo 
Kadbe Ali talim , Shaniwarpeth 
Kali Jogeshwari 
LIC Building 
Maharashtra Mandal team 
Modern Highschool 
N .M . Wadia Hospital Old Building 
Nanasaheb Peshwe Samadhi 
Nivdungya Vithoba 
Pandav caves 
Perugate Police Chowkey 
Pune Vidyarthi Griha and Ram 
Mandir 
Ram mandir in Narsimha Bhavan 
Sadashiv Peth Haud + Nagoba 
Gumthi + Vishweshweshwar Temple 
SapindyaMahadeoMandir 
Sardar Mudliar House 
Shiv Mandir in S V Union 
Shri Ram Mandir , Near Panchmukhi 
Maruti 
Siddhivinayak Ganapati Mandir , 
Ganesh Peth 
St. Emmanuel s Church 
State CID Branch Office 


52 


| 54 


n 


57 


58 


Ruija Banglow 
Samadhi+ temples at Omkareshwar Ghat 


| 60 


62 


63 


64 


Saraswat Colony Ganpatimandir 
Savarkar Smarak 
Shivajinagar Railway Station Old Building 
Siddheshwar Mandir , Magalwar 


66 


| 68 


| 70 


South Court no 12 , Koregaon Paqrk 


12 


74 


St.Felix High School Old Building 
Steps of Old Konkan Darwaza of 
Pandharichakot 
Tata Bunglow , Opp Residency Club 
Temple of Maruti in Sugandhi Chowk 


Talim /Dharmashala Kasba 
Temple ofMaruti and Chinchechi 
Talim 
Tilak Maharashtra Vidyapeeth Old 
Building 
Twashta Kasar Kali Temple 


| 80 


| TrimbakeshwarMandir , Kasba 


82 


Vimlabai Garware High School Old 
Building 
Villa Maria 


84 


Vinchurkar Wada 
War Memorial 
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APPENDIX - P 


REGULATIONS FOR ERECTION OF MOBILE TOWERS 


1.0 ERECTION OF MOBILE TOWERS : 


Regulation for setting up of Telecommunication Cell Site ( s) / Base Station (s ) and installation of the 

equipments for Telecommunication Network in Pune Municipal Corporation area . 
1. 1 Applicability : 


This Regulation , shall apply to all existing and/ or proposed Telecommunication Cell Sites/Base 
Stations installed or to be installed in Pune Municipal Corporation area. 


1. 2 


Control Over Development 


No Telecommunication Cell Site /Base Station shall be setup or installed without the previous 
permission in writing of the Municipal Commissioner . The permission shall be granted in the same 
manner as prescribed under Sections 44 to 47 of the Maharashtra Regional and Town Planning Act, 
1966 . 
If the Municipal Commissioner does not dispose of the application within a period of 60 days from 
the date of submission , the said application by the Telecom Service Provider / Infrastructure Provider 
( TSP /IP ) shall be deemed to have been approved as per the provisions under Section 45 of the 

Maharashtra Regional and Town Planning Act , 1966 . 
1. 3 Procedure for Obtaining Development Permission 
A All the applications for setting up or installation of any Telecommunication Cell Site / Base Station 

( TCS / BS ) or erection of a part thereof, shall be made to the Municipal Commissioner by the 
concerned Telecom Service Provider (TSP ) or the concerned Infrastructure Provider (IP ), in such 
form and containing such particulars as may be prescribed by the Municipal Commissioner. 


B 


The application to the Municipal Commissioner for obtaining the aforesaid development 
permission shall be accompanied by the following documents 
(a ) All the documents as otherwise required to be attached for any development permission under 

the sanctioned Development Control Regulations for the area in which the site under 

application is located . 
(b ) Plans showing Location Map , Key Plan , Site Plan , Block Plan and Plans of the proposed 

work . In case of roof-top tower, the copy of Occupation Certificate or copy of sanctioned 
building plans or copy of Commencement Certificate issued by the Municipal Commissioner 
or any other valid proof, in respect of the building on which the erection of roof-top tower is 

proposed , showing that such building is authorised . 
( C ) Notarised consent of the Owner of premises , which shall mean and include consent of the 

owner of property or no - objection certificate of the concerned registered Co -op Housing 
Society or notarised consent of 70 % of the total number legal occupants in case of 
Apartments or Condominium or no - objection certificate of the lessor in case of a lease - hold 

property . 
( d) Copy of agreement between the TSP/ IP and the Owner of premises . 
(c ) Copy of Access Service License/ Infrastructure Provider ( IP ) Registration Certificate , granted 

to the TSP /IP by the Department of Telecommunications (DoT), Government of India (Gol). 
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( f) 


Copy of clearance from the Standing Advisory Committee for Frequency Allocations 
( SACFA ) or copy of application made to SACFA for the said Location submitted to Wireless 
Planning Commission (WPC ) wing of the Department of Telecommunications (DoT), with 
registration number as WPC Acknowledgement, along with an undertaking that in case of any 
objection / rejection , TSPs/IPs will take corrective actions or remove the TCS/BS. 


(g ) Acknowledgement receipt issued by Telecom Enforcement Resource and Monitoring ( TERM ) 

Cells in respect of the self-certificate submitted by TSP /IP regarding mobile towers /Base 
Transceiver Station (BTS ) (Ground -based or Roof- Top or Pole /wall -mounted ) in the format 
as prescribed by Telecom Engineering Centre (TEC ), DoT, establishing/certifying that all 
General Public areas around the TCS/BS will be within safe Electro -Magnetic Radiation 
(EMR ) exposure limit as per peak traffic measurement after the antennae starts radiating. 


(h ) Copy of Structural Stability Certificate for any ground -based Base Transceiver Station (BTS ). 


OR 


In case of any roof-top BTS tower, Structural Stability Certificate for the building, based on 
written approval of any authorized Structural Engineer of the State / local Body/Central 
Building Research Institute (CBRT ) , Roorkee/ IIT / NIT or any other Agency , authorized by 
the Municipal Commissioner . 


Provided that such NOC shall not be required for the single pole antennae or cellular signal 
boosters . 
(i) Copy of the type test certificate issued by Automotive Research Association of India ( ARAI) 

to themanufacturers of the Diesel Generator ( DG ) Sets . 
(j) Notarised undertaking from the Applicant/Owner of premises : 
(1) That the cabin will not be utilized for any purpose other than the Telecommunication Cell 

Site / Base Station . 
(ii ) That if the said activity is discontinued by the Applicant, the said cabin will be 

demolished forthwith by the Applicant /Owner of premises. 
(k ) No objection certificate from the Authority concerned under the Civil Aviation Ministry 

(hereinafter referred to as the said Authority ) in case of any building falling in any area where 
such no objection certificate of the said Authority is required under the relevant rules or law . 
No objection certificate of the Maharashtra Pollution Control Board regarding compliance 
with the norms prescribed for noise levels and smoke levels for the power generating sets 

having capacity above 100 kw , to be provided for Base Transceiver Stations. 
(m ) No objection certificate of the Chief Fire Officer of the Municipal Corporation only in case of 

High Rise buildings having height of 15 mtr . or more measured from ground level. 
(n ) Copy of clearance from the State Environment Department as well as the Forest Department, 

in case of forest , protected areas , if applicable . 
(0 ) Data Sheet containing the information regarding - 

(a) Nameof Telecom Service Provider / Infrastructure Provider , 
(b ) Location , 
(c) Tower Reference 

(i) Height and Weight of Tower , 
(ii) Ground Based Tower/Roof Top Tower , 
( iii) Number of Antennae planned on Tower, 
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( iv ) Permissible maximum EMF Radiation Level, 

(v ) Proposed maximum EMF Radiation Level. 
(p ) Requisite fees , charges , as applicable . 


In case of a listed Heritage building / Heritage precinct and / or in case of cessed buildings and / or in 
case of area under Environmentally Sensitive Zone (ESZ ), notified by the Ministry of Environment 
and Forest (MoEF ) , Government of India (Gol), all the applications for installation of any TCS /BS 
or erection of a part thereof, shall be made to the concerned Municipal Commissioner , which will 
forward it to the Heritage Conservation Committee concerned and /or High Level Monitoring 
Committee (HLMC ) appointed / constituted by MoEF respectively . 
The erection of the Base Station including tower, shall be commenced within 90 days from the date 
of receipt of permission from the Municipal Commissioner and report of erection shall be made to 
the Municipal Commissioner . 


D 


1 .4 


Leviable charges 


The Municipal Commissioner, while granting permission under sub regulation (3) hereinabove , 
shall levy and collect the following charges: 
(a ) Development Charge.-Development charge shall be levied and collected by the Municipal 

Commissioner as per the provisions under section L24 - B of The Maharashtra Regional and 
Town Planning Act , 1966 . For the purpose of assessing the development charge, the setting up 
of Base Station on land and on roof- tops shall be classified under commercial category, 

calculated over the foot print area occupied by the Telecommunication Cell Site / Base Station . 
(b ) Administrative Fee .-Over and above the development charge as stipulated in clause 4 (a) 

above, TSP / IP shall pay to the Municipal Corporation , a onetime non -refundable 
Administrative fee of Rs. 30000 , or as per the rates revised from time to time by the 
Government. 


1.5 Planning Norms For Erection of TCS /BS 
(a ) Notwithstanding the land use provisions under these regulations, subject to the compliance of other 

provisions of these Regulations, it shall be permissible to install TCB / BS , on 
(i) all land uses as earmarked in development plan , 
( ii ) all lands which are designated for non -buildable reservations in development plan , subject to 

the condition that the maximum permissible area for installation of such TCS /BS shall not be 
more than 5 % of the area of the reserved site or 100 sq. m . , whichever is less , and shall be 

located in one corner of the reserved site . 
( iii) all lands which are designated as open spaces/recreational open spaces/recreational grounds 

in a sanctioned layout, where such installation shall be permissible only with the no -objection 
certificate of the concerned registered co -operative housing society or consent of 70 % of the 
total number of legal occupants /plot holders of such layout, subject to the condition that the 
maximum permissible area for installation of such TCS/BS shall not be more than 5 % of such 
area or 100 sq. m , whichever is less , and the same shall be located in one corner of such area . 


( iv) all buildable reservations in development plan , except for buildings of uses mentioned in 

Regulation no . 36 .5 (f), where such installation shall be permissible on the roof top , but only 

after development of the said reservation . 
(v ) all open lands in slum areas belonging to the Government/public Authority planning 

Authority, where only ground -based TCS/ BS shall be permissible and no Roof- Top Tower 
shall be permissible , save as provided in Regulation no. 36 .5 (a )(vi) herein below . 
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( vi) public buildings in slum areas, like public toilets, community centres etc ., constructed by any 

Public Authority or to be constructed by the TSP /IP , where construction of Roof Top Towers 
shall be permissible , subject to maintenance and compliance of other terms and conditions 
specified by the Municipal Commissioner. 


( b ) No permission for installation of TCS/BS shall be granted in ecologically important areas, without 

ecological impact assessment and review of installation site . The Forest Department should be 
consulted before installation of TCS/BS in and -around protected areas and Zoos . 


( c ) 


The TCS/BS must have clear access by means of an existing road having minimum width of 6 mtr . 
for locations falling in Congested area as earmarked on DP and 9 mtr ., for locations falling outside 
such Congested area. However , in exceptional circumstances, the Municipal Commissioner may 
relax such road width suitably , but in no case , shall it be less than 5 mtr . 


(d ) In case of both ground -based towers and roof-top towers , there shall be no nearby buildings right in 

front of the antenna( e) of equivalent height, taking into account the tilt of the lowest antenna on 
tower , as per the details in the Table No. 32 below : 


Table No.32 


Sr. No . 


Number of Antenna(e ) 
Pointed in the Same Direction 


Building/ Structure Safe Distance from the 
Antenna ( e) at the Same Height (in mtr.) 


Provided that the antennae at the same height only are to be counted , as the beam width of mobile 
antennae, in the vertical direction , is very narrow . 
(Explanation . The distance figures in the above Table are based on empirical estimation 
considering that all the antennae are emitting at their maximum RF power of 20 Watts and exactly 
in the same direction with the same height.) 
Provided further that above norms shall automatically stand revised as per the latest guidelines, 
issued by the DoT from time to time. 


(e) In case of Wall Mounted/Pole Mounted Antenna (e) : 
(i) Wherever the antennae are mounted on the wall of a building or pole or along the road , their 

height should be at least 5 mtr ., above ground level/road level . Provided that such installations 

shall have to comply with the prescribed radiation limits. 
( ii) As far as safe distance of buildings from antenna ( e) is concerned , guidelines as in Regulation 

No. 36 . 5 (d ) above shall apply . 


(f) 


Installation of Base Station antenna (e) shall not be permissible within the premises of schools , 
colleges , and hospitals as well as on the adjoining land /building within 3 mtr., from the boundary 
of premises of schools , colleges and hospitals . Also antenna (e) shall not be directed / positioned 
towards any school /college/ hospital building . 
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( g ) 


The existing Base Station antenna ( e ) approved earlier on any school/college / hospital, building 
shall not be renewed further after the expiry of period of approval and the same shall be removed 
immediately thereafter, subject to the provisions of Regulation No. 36 . 7 (d ). 


( h ) Access to Base Station Antenna site shall be prohibited for the general public , by putting in place 

suitable measures such as wire - fencing, locking of the door to the roof, etc 


(i) 


The roof-top TCS , IBS towers shall be put only on buildings which are declared structurally strong 
enough to bear the load of such installation . The base connection to the building should be got 
designed from a qualified structural engineer . Structural safety certificate of the composite structure 
[ Building + Tower (s) ] shall have to be obtained from any of the recognized Government Institutes . 


(j) While according permission for installation of TCS /BS, permissible for erection of a cabin at 

ground level may be granted . However, the same shall not be allowed in the prescribed marginal 
distances. The area of such cabin shall not be more than 20 sq . mt. for each TSP / IP , subject to the 
certificate of structural safety . Built -up area of such cabin ( s ) shall not be counted towards built-up 
area or FSI. 


No permission for installation of TCS / BS shall be granted on buildings which are unauthorized and 
structurally unsafe . If permission for installation of such structures is granted on a building, which 
is declared as unauthorized at a later point of time, the Municipal Commissioner shall first take 
recourse to the provisions of sections 52, 53, 54 and 55 of the Maharashtra Regional and Town 
Planning Act, 1966 or other relevant laws, as the case may be, against such unauthorized building 
and in case the Municipal Commissioner , after completing the due process of law , decides to 
undertake any action of demolition against such unauthorised building then such decision shall also 
be conveyed to the concerned TSP / IP with a direction to relocate the TCS/BS within a period of 90 
days, after which the Municipal Commissioner shall not be under any obligation to send any further 
intimation to the TSP / IP concerned before demolishing such unauthorised building , and it shall not 
be liable to pay compensation for the loss of the Base Station as a consequence of the demolition of 
the unauthorised building. The TSP / IP shall indemnify the Municipal Commissioner to this effect, 
while seeking permission for installation of TCS/ BS . 


Permission for installation of TCS / BS , once granted shall remain valid for next 5 years . The TSP /IP 
shall apply for renewal of permission to the Municipal Commissioner. The Municipal 
Commissioner, while considering renewal, shall insist upon submission of fresh structural stability 
certificate for buildings more than 30 years of age. Administrative fee shall be levied and collected 
as prescribed in Regulation No.36 .4 (b ) hereinabove, for every such renewal. If TSP / IP fails to 
apply for renewal alongwith all necessary documents before the expiry of earlier permission , then 
such TSP / IP shall be liable for action under the provisions of the Maharashtra Regional and Town 
Planning Act , 1966 . 


( m ) 


In case of any existing TCS/ BS on a slum structure, every effort shall be made to relocate such 
TCS/BS on a nearby suitable public building or any other authorised structure or open land in the 
slum . If such relocation is not possible, then such TCS /BS may be allowed to be continued on such 
slum structure subject to its structural suitability , till the TCS/BS is shifted to any other authorised 
structure or till the redevelopment of the slum , whichever is earlier. 


(n ) While granting permission for TCS/BS, the Municipal Commissioner shall stipulate that TSP /IP 

shall conduct regular audit in accordance with the directions/ guidelines issued by TERM Cell or 
DoT from time to time. 
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1.6 


Electro-Magnetic Field (EMF) Radiation Norms 


(a ) Prior to installation of TCS/ BS , the TSP / IP shall have to obtain Site clearance from the Standing 

Advisory Committee on Frequency Allocation (SACFA ) of the Department of Telecommunication 
(DoT ) for every site from the point of view of interference with other wireless users , aviation 
hazards and obstruction to any other existing microwave links . 


(b ) 


The Electro -Magnetic Field (EMF) radiation from BTS towers shall be subject to the regulations 
framed by the DoT from time to time. The TSP /IP shall periodically conduct audit and monitor 
EMF radiation in Urban localities, hospitals and educational/ industrial / residential / recreational 
premises, especially around the Protected Areas (PAs) and ecologically sensitive areas, in 
accordance with the guidelines issued by DoT in this regard . It shall be binding on TSP/ IP to 
follow the mechanism prescribed by the DoT / TERM Cell at local level for ensuring control on the 
EMF radiation and for notifying on continual basis the radiation level at critical location . For all the 
existing as well as new BTSs/ Towers , TSPs are required to submit self-certificates periodically in 
the format prescribed by TEC , DoT, in order to ensure that normally all general public areas around 
the TCS/BS site are within the safe EMR exposure limits . Audit of the self- certification furnished 
by the TSPs shall be done by the TERM Cell periodically . TERM Cell shall carry out test audit of 
the BTS sites on random basis as per the guidelines received from DoT and also in respect of all 
cases where there is a public complaint. The TERM Cell shall have due regard to the instructions 
issued by DoT regarding technical audit of TCS /BS , including radiation of towers within safe 
limits . These shall include Roof Top /Ground Based ./Pole Mounted /Wall Mounted Towers . The 
TERM Cell shall also verify antenna orientation , safe distance from the Tower ( exclusion zone) etc . 
For non - compliance of EMF standards, Telecom Service Provider shall be liable for penal action by 
the TERM Cell and / or Department of Telecommunication (DOT) . Any violation noticed may attract 
heavy penalties on TSPs and may also lead to shut down of TCS/ BS , in case the violation persists . 


1 .7 Miscellaneous Provisions 


( a ) Any complaint concerning illegal installation of TCS /BS on any building or any query of any 

nature regarding the installation of telecommunication equipment, shall be addressed to the 
Municipal Commissioner which shall intimate the concerned TSP / IP about the same with a 
direction to resolve the issue under intimation to the Municipal Commissioner , within such period 
as may be prescribed by the Municipal Commissioner. 


(b ) 


The TSP /IP , who has erected TCS / BS without due permission , shall apply to the concerned 
Municipal Commissioner for regularization within 180 days from the date of coming into force of 
this Regulation. In case such application is made within the prescribed period , then the offence, if 
any, registered against the TSP /IP may be compounded by the Municipal Commissioner under 
section 143 of the Maharashtra Regional and Town Planning Act , 1966 , subject to the provisions of 
these regulations. 


( c ) 


The TSPs /IPs who have earlier erected TCS/BS with due permission , shall apply afresh , for 
validation of the previous permission , to the Municipal Commissioner within a period of 90 days 
from the date of commencement of this Regulation , in order to ensure due compliance of this 
Regulation . However Administrative fee in such cases shall not be leviable if appropriate feel 
Development charge, not less than the amount prescribed under Regulation No. 36 . 4 (b )above , has 
already been paid . In case the amount paid is less than what is prescribed hereinabove, the 
difference in amount shall be recovered from the TSP /IP. 


(d ) Any existing TCS/BS not conforming to any of the above provisions shall have to be removed 

within one year from the date of commencement of this Regulation , unless the same is specifically 
regularized by the Municipal Commissioner following due compliance by TSP / IP. However, 
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operation of such non -conforming Telecommunication Cell Site/ Base station shall be discontinued 
within a period of 30 days from the date of receipt of notice from the Municipal Commissioner to 
that effect , which shall however be issued only after obtaining the consent of the TERM Cell of 


DoT. 


( e) 


The Licensees shall try to share the tower for fixing their respective antennae provided the 
prescribed conditions are duty fulfilled , so as to ensure curtailing of multiple towers and optimizing 
the use of the existing ones . 


(f) Sign boards and Warning signs (" Danger " , " RF Radiation ", " Restricted Area ", " Don t Enter" etc .) 

shall be provided at TCS/ BS antenna sites which are clearly visible and identifiable . 


The TSP /IP shall display the details of the following on a board (minimum size 24 " x 48" ) 
separately or prominently on the cabin , for the perusal of general public in such a way that the same 
shall be clearly visible and identifiable. 


i. 


Name of TSP /IP : 


ii. Location : 
iii. Tower Reference : 

(a ) Height, (b ) Weight (c) Number of antennae planned on tower, (d) Permissible EMF 

radiation level (e) Proposed EMF radiation level. 
iv. Due date for next renewal. 
V. Contact Person s name, address and Telephone Number 
vi. Address of Complaint Redressing Authority with Telephone Numbers 
vii. Police Control Room - 100 
viii. Fire Control Room – 101 
ix . Ambulance – 102 

Other important information , if any. 
Provided that in case of Telecommunication Cell Site /Base station on roof- top , the aforesaid 
information shall be displayed on the ground floor of the building. 


(h ) 


The Municipal Commissioner shall display the list of authorized TCS / BS on their official web site, 
along with the date of permission and due date for renewal of permission . 


(i ) 


TCS/BS Tower shall be inspected for distortion of members , torques of nuts and bolts at least once 
in five years . However, in case of areas affected by any natural calamity , such as cyclone, 
earthquake, flood , etc., such inspection shall be carried out immediately after such incident suo 
motu or on being directed by the Municipal Commissioner. Such inspection shall be carried out 
only by a qualified structural engineer and a certificate to that effect shall be submitted to the 
Municipal Commissioner. 


( i) 


TCS/BS Towers located in highly corrosive environment shall be painted every year. Other towers 
shall be painted at least once in five years to give additional protection . 


(k ) 


The Municipal Commissioner shall make efforts to provide Single Window clearance to TSP / IP for 
disposal of their applications in a time bound manner. 


1.8 Notwithstanding anything contained hereinabove , all the Regulations/Bye- Laws/Memorandum / 

Directions /Guidelines in this regard , issued or to be issued from timeto time, by the Department of 
Telecommunications, Government of India , shall prevail and be binding on TSP /IP and also on the 
Municipal Corporation , in which case , this Regulation shall stand modified to that extent. 
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1.9 Powers of Interpretation and Removal of Doubt. 


If any interpretation is required regarding the clauses of this Regulation , then the matter shall be 
referred to the Urban Development Department, Government of Maharashtra , whose decision shall 
be final. 


(PRAKASH BHUKTE ) 
Convenor, 
Govt . Appointed Committee 
Rev. Development Plan, Pune, 
and 
Joint Director, Town Planning , 
Pune Division , Pune . 


(KUNAL KUMAR ) 

(S . CHOCKALINGAM ) 
Member, 

Chairman , 
Govt . Appointed Committee Govt. Appointed Committee 
Rev . Development Plan , Pune, Rev. Development Plan , Pune , 

and 
Commissioner, 

Divisional Commissioner , 
Municipal Corporation , Pune . Pune Division , Pune. 
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